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Cincinnati Dental Society Clinic Meeting, March 14-16. 


In This Issue: 


YOUR PATIENT KNOWS ABOUT nesenenngeenee DENTISTRY ! 
COMPLETE TABLE 





AMALGAM CONDENSING POINTS FOR PNEUMATIC CONDENSER 
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10 11 12 #13 #414 


Nos. 1 to 14...... (iidecam new each $1.00 


LESS TIME is required for condensing a gold foil 
or amalgam filling with the Pneumatic Condenser 
than with hand mallet or other methods. The sever- 
ity and length of the operation is reduced for both 
patient and operator. 

Both amalgam and gold foil are condensed to 
greater density with the Pneumatic Condenser than 
when other methods are used. Flow of amalgam 
is lessened and i:s desirable qualities are increased. 
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There is no doubt that the case illustrated above would be a 
major problem to any dentist. As you can see, the mandible is 
concave from pad to pad and is covered with thick layers of 
soft, movable tissues. 


It would be impossible to make a successful 
denture for this mouth from an impression taken 
FLOWS WITHOUT under pressure. The only chance for success is to 


PRESSURE obtain retention by perfect adaptation. 

NO TISSUE Free flowing Konformax Full Mouth Impression 
DEHYDRATION Material was placed in an oversize, under-extended 
FIRM SET baseplate tray. A closed mouth impression was 


taken. The material flowed without pressure leaving 
NO DISTORTION the tissues in normal position ... thus perfect 
adaptation was obtained! 


Needless to say, since Konformax Full Mouth 
Impression Material solved this extreme denture 
problem, it certainly should be the material for all 
your full denture work. 


The name of this patient (a dentist), who has 
been wearing this successful denture for 3 years, 
will be given on request. 





KONFORMAX DIVISION, — COMPANY, INC. 
BROOKLYN 29, N. Y., U. S. 

Send me ac py of your new OR “Techniques for 
Full Lower and Upper Dentures.” 
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The Publishers Corner 














Number 320 


FROM THE MAILBAG 


Writinc from Gladgate Farm near Stormville, New York, Doc- 
tor Frank M. Atkins rhymed a retort to the December depart- 
ment. Frank picked on one word (ageing) in that month’s 


CORNER: 


No sale, chum. The 


in print, 


No spry semantic gymnast, I; 

But ex-proofreader (years gone by) 
I noted, with unsporting glee, 

A word you used, spelled with an “e. 
But, dear Sir Mass, you went and done 
What’s never occurred since Volume One; 
By Merriam, and all the rest: 

(Tho some insist Roget’s the best) 

The way that “‘aging” should be spelled 

Is best, with all, the “e” withheld, 

And if as publisher erudite 

You resent mere dentist daring write 


99 


Restrain your ire: be patient, please... | 


This humble effort is just to tease! 


66. 99 


e” stays in. Whenever I see “aging” as 
I always pronounce it “ag” as in “rag,” and you 


wouldn’t want me to do that, would you? 
In a postscript, Frank drifted back into prose. Commenting 
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The Durallium process means cast restorations that fit 
on the model... and in the patient's mouth... 


with the accuracy of interlocking precision machine parts. 


The accuracy of the Durallium process lives up to 

your most expert impression techniques . . . offers you (and 
your skilled Durallium laboratory technician as well) 

full scope for every phase of your abilities. Also, 

Durallium cast restorations mean fewer adjustments ... the 


i added convenience that means much to the busy dentist. 


avatlable lhrough your qualified Dur.alium laboratory 
7 consull your classified lelephone directory 
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on the one-shovelful-at-a-time theme Dean Moor provided fo 
the December Corner, Frank wrote: “Incidentally, the article 
so captivated a patient of mine (a cleric, by the way) that hej 
going to use it this coming Sunday as the basis for a sermon,” 
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Doctor Calvin Mass of Hartford wants to know: ““Who’s Mass? 
That’s my name, too.” 
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Doctor M. E. Asger, old friend of ORAL HYGIENE, sent an 
unique holiday card from Hong Kong, China. It’s beautifully 
printed and carries a pidgin-English “Greeting from the Far 
East”: 








Kismas day! Happy Kismas Day! Massa, plenty mooney, 





plenty luckay. 






Alla good pidgin come, all bad pidgin go way! 






Masser, makee do muchee jolly, makee do much pay! 

Alla way hup got firecraker play! All way hup got 
bomb bomb display! 

Plenty jance good pay, plenty mooney good pay! 

Masser, blong No. 1 pluper, blong No. 1 happy! 









> *k * 





Doctor O. B. Kneisly sent holiday greetings from Daytot 
Ohio, a little brown paper bag enclosing a card reading: “Greet 
ings to all on every side, in every direction, far and wide. In th 
little old bag, in an old-fashioned way, come greetings to you 
from O.B.K.” 


Along with the card was a letter confessing, “For quite a lon 















stretch of years, I have been jotting down some of the irritatit 





things which get under my hide.” He’s been compiling the lig 
during nearly a half-century of practice. He heads it “Pe 





Peeves.” Here they are: 





Lip stick. “I forgot to brush my teeth before I came.” Thi 
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kiddie who persists in playing in the cuspidor. ““Won't the gold in 
my old bridge pay for the gold in the new one?” A denture, sent 
in for repair, which hasn’t been cleaned for months—or years, 
The persistent salesman who doesn’t understand the word “No.” 
“T didn’t know you charged as much for children as you do for 
adults.” The guy who must have several shots of Four Roses— 








before and after. The contribution solicitor who has computed 
the size of my contribution in advance of his call. The patient 
who exclaims: “Great Scot! That is half again as much as you 





charged me the last time I was in here; and it wasn’t as long an 
operation!” On the phone: “What is the cheapest teeth you 





make? Are they natural or what are they made of?” “Doctor, is 
it true that 99.44 per cent of the dentists recommend Prevari- 
cator’s toothpaste?” The radio, press and screen commentators, 






and the writers who persist in speaking or writing of “doctors 
and dentists,” instead of “physicians and dentists”—never hav 
ing learned that dentists are doctors, and that there are several 
other kinds of doctors, too. The clinician who, at a dental meet. 
ing, displays a piece of bridgework (vintage 1910) and liter. 
ally tears it to pieces, also tearing to pieces the operator whe 
constructed it—ignoring the fact that the dentist who made the 
bridge was one of the finest operators of his day, and the bridgey 
the most advanced type of dental service at that time. (“What is 
coming to that clinician twenty-five years from now? Wouldn't lf 
like to know! I can hope.”) Phone call at five in the evening: 
“Doctor, I will be fifteen or twenty minutes late. But for God’s fh” 
sake wait for me! I’ve suffered the live-long day!” | 

O.B.K. adds this at the end of his list: “‘As I reach home, I 
find the evening paper blown all over the yard and street. Grande 
finale: Wife speaking, ‘Honey, what makes you so late and som 
grumpy every evening?’ And so to bed, and dreams about next “ 
















year’s vacation. Happy days!” 





DRUCKER » 
REVELATIQ 
TOOTH 
POWDER 
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Dentists in large num- 
bers throughout the 
country are recom- 
mending Revelation 
Tooth Powder, ac- 
cording to recent sur- 
veys. Cleans teeth 
safely, thoroughly, | 
pleasantly. We invite | 
you to test it at our 
expense. Please, in- 
clude professional sta- 
tionery with your 
request for samples, 


A NATIONAL 
“FAVORITE 
FOR OVER 

FORTY YEARS 








LUCITONE 


ACRYLIC RESIN DENTURE MATERIAL 
POLYMER FOR 
15 CASES AVERAGE 
acTyh Teun Gootwe mate a 


Completety process seo by Ow Pont 
aed Oritrideted by 


THE L. DO. CAULK CO. 
MILFORO, OtLawaee 














the SUuias of your laboratory 


the (@alalinwnea of the 


new 








: LUCITONE 


Working closely with dental laboratories, Du Pont and Caulk 
have consistently improved the chemistry of Lucitone, to match 
the strides of laboratory science. For the dentist, this means 
the last word in prosthetics. Lucitone dentures today are even 
more lifelike in appearance. The result is lasting satisfaction 


for the patient. 


REG, VU. S. PAT. OFF. 


The only denture material completely proc- 
essed by Du Pont and distributed by Caulk. 


For modern materials call on (auls Milford, Delaware 
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Soong gapaaeaess For Descriptive Literature 
and Prices 


Consult Your Dealer 
or Write us Direct 


ACTURERS OF DENTAL GOLDS AND SPECIALTIES 


136 WEST 52nd STREET, NEW YORK 19, U.S.A. 





“VACUTROL” 
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Vacuum 
Investing 











JELENKO 
—_ ELECTRIC 
INLAY FURNACE 
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JELENKO 
ELECTRIC 
“TWIN FLASK’ 
FURNACE 


for 
Wax Elimination 
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‘“THERMOTROL 
junior’ 

The Dentist's 
Personal 

Electric Melting 

and Casting Unit 
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ELECTRIC 
FURNACE 
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and 
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Extra Steps Get 
EYtra Resy Seen the receipt of a | 


dentist's prescription ata § 

dental laboratory, and the delivery of the finished § 
denture, lie all the detailetl steps of prosthetic pro. § 
cessing: the methods by which basic materials are § 
transformed into constructions of beauty, proper §™ 
design and function. = 
ln BOOS processing, only we is good enough. ¥ 


Many extra steps to insure extra frie results are in- 


cluded in the regular processing \technics for all, | 
types of cases. 





llustrated is just one of the many extra steps regu- 
arly taken to insure the ultimate in results—results 


A matrix and face piece of each denture is 
utilized as a means of checking any move- 
ment of teeth during processing—thus main- 
taining the exact alignment and position as 
carefully prescribed and set-up. | 

Extra BOOS precautions such as this_as- 
sure extra benefits to both dentist and 
patient. Try BOOS service and enjoy these 
benefits for yourself 





Minneapolis 2, Minnesota 


Equitable Bidg. e@ Des Moines, lowa 
Medical Arts Bidg. © Duluth, Minn. 
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d 0 mounted on stainless 
steel mandrels for angles 
and handpieces 


6 rea $4 50 


each $5. 50 





THE S.S.WHITE DENTAL MFG.C 








ATTACK THE WORK FASTER! 
CUT MORE MATERIAL' 
LAST LONGER! 

RUN TRUE 

CUT COOL) 


INDIVIDUALLY INSPECTED FOR} 
WORKMANSHIP AND TRUE RUNNING! 


UMENTS 





Note: Other S. S. White Dia- 


ASSORTMENT 
mond Instruments may be sub- 


n ' n 
ee eee oe O e each Nos. 3, 10, 20, 31 permanently mounted o 
sortment at time of purchase; stainless mandrels. 

it ot td understood that _ 

purchaser will pay the addi- ia 

tional cost when more expen- One No. 62 Unmounted 

sive instruments are _ substi- 

tuted. 


One Mandrel No. 303 for straight handpieces 


Illustrated folder showing . 0. 303 for angles 
shapes and sizes together with One Mand: el N . 303 £ 


amore complete description of 
8. S. White Diamond Instru- 


ments will be mailed free, With handy plastic holder $91 OC 
upon request. 


ALL PRICES SUBJECT Tt 
; wT ble, You? CC. CHANGE WITHOUT NOTIC 


S.12th STREET, PHILADELPHIA 3. PA. 
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PATIENT OPERATED 


Thot much desired psychological 
distraction from the operation is 
provided by allowing the patient 
to control the Therm-Ex Sproy. 


REDUCES PAIN 


@ Pain experienced during cavity preparation is mostly 
due to the frictional heat generated by the rotating tool. 


Therm-Ex with its atomized water spray minimizes fric- 
tional heat effectively cooling burs, diamond points, stones 
and discs during tooth preparation. Yes, pain is reduced 
to negligible proportions...debris is continuously removed 
keeping the field of operation under clear, undistorted vis- 
ibility...cutting tools remain clear and sharp and last 
longer. The need of local anesthetic is eliminated. 

Therm-Ex reduces discomfort, increasing patient's toler- 
ance, thus permitting longer periods of sustained ond 
foster operating, resulting in a considerable saving of time. 


THERM-Ex DOES NOT REQUIRE SPECIAL CONNECTIONS OR FOUIPMER 


<7) HANAU ENGINEERING CO., INC. 
yess 








uggested by Dr. John A. 


erman, Loronto, Uni. 


DURING CAVITY 
PREPARATION 


The volume of water spray 
is controlled by the adjust- 
able Atomizer’ attached 
to your spray bottle. The 
Therm-Ex Spray is con- 
nected to the ‘Atomizer’ 
with rubber tubing and 
the spray unit is snapped 
onto handpiece or contra- 
ongle. Patient presses oir 
cut-off when sensing pain 
or as directed. 
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Sal Hepatica 


; bowel’s fluid content and soften fecal 


residue. 


Gentle fluid bulk 


produced by Sal Hepatica evokes peristalsis 










and evacuation by normal physiologic means. 
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‘a Hepatic. 
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APERIENT 


LAXATIVE 
CATHARTIC 













“PRODUCT OF BRISTOL-MYERS + 19 WEST 50 STREET + NEW YORK 20, N.Y. 
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application in Dentistry. 








SEND FOR THE FREE BOOKLET “48.2% FEARED PAIN” 
it’s a comprehensive, well documented review of some of the newer 
medical aspects of pain prevention and control having practical 


Anacin’s outstanding value following painful 
dental procedures is widely recognized and 


extensively used. But equally valuable is 
Anacin’s usefulness before such procedures. 
Because it not only helps to alleviate pain, 
but also to allay apprehension, Anacin is 
gratifyingly effective in securing relaxation 
prior to dental treatment. 

Are you using Anacin’s Frée Monthly 
Service? If not, a note on your letterhead 
will bring it to you. . . . Whitehall Phar- 
macal Company, 22 East 40th Street, New 
York 16, N.Y. 








Mr. Miller never mts 





Eacu Dayamin CapsuLe Contains: 


Pyridoxine Hydrochloride. .1.5 mg. 
Pantothenic Acid 
(as calcium pantothenate) ..5 mg. 


Ascorbic Acid........... 100 mg. 
Vitamin A... .10,000 U.S.P. units 
Vitamin D..... 1,000 U.S.P. units 


SF &Gte Y 







Dayamin 







REG. U. S. PAT. OFF. 


(Abbott's Multiple Vitamins) 
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ses an appointment! 








*(Well, almost never) 











Punctual fellow, Miller. The kind you set your 
watch by. Keeps him hopping sometimes. Has to 
skimp on breakfast now and then, bolt his lunch, 
gulp through dinner. But Miller’s always there, 
on the dot, yes sir! He’s one of the great American 
multitude for whom almost everything else seems 
more important than a proper diet. And you know 
the all too frequent result: subclinical vitamin 
deficiency. First evidence of nutritive failure may 
be subtle changes in the oral structures. In such 
cases, many dentists are recommending Dayamin 
capsules, Abbott’s multiple vitamins. The formula 
tells why. Each small, easy-to-swallow Dayamin 
capsule provides six essential vitamins plus 
pyridoxine and pantothenic acid—all six vitamins 
in amounts which make one Dayamin capsule 

a day suitable as a dietary supplement or, in 
slightly larger doses, as a therapeutic agent. 
Dayamin capsules are available in bottles 

of 30, 100 and 250—also palatable Dayamin 
Liquid in 90-cc. and 1-pint bottles. 

Assott Lasoratories, North Chicago, Ill. 














IT’S EASY TO OPEN 


PROTECTS | 
FINGER NAILS! 
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The ““PULL-A-TAB” 
PACKET 


NEVER FAILS... 



















arkroom work 

JA 
“PULL-A-TAB” is an exclusive feature of Du Pont Dental X-ray Safety Film: 
It simplifies opening the packet...removing the film. Green tab identifies! 
tongue side...opens packet easily...prevents injuring finger nails. Patients’ 


appreciate the comfort of the packet’s rounded corners. Easy to position in’ 
the mouth. Other advantages: 


1. Extra speed _ 5. Uniformity 

2. High contrast 6. Blue safety base 

3. Sharp detail 7. Positive dot identifications 
4. Wide exposure latitude 8. Saliva-proof envelope 


DU PONT 


Single- or double-coated 
mevctneris amine Dental X-Ray Film 


ough approved dental supply 
alers. Folder on request. E. I. 
1 Pont de Nemours & Co. eennrot 


ic.), Photo Products Depart- BETTER THINGS FOR BETTER LIVING 
ent, Wilmington 98, Delaware. .es THROUGH CHEMISTRY 
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\_ The MARK ot EXCELLENCE = 


FOR OVER 46 YEARS 


Making an aspirin tablet is a relatively 
simple procedure. But making a Bayer 
Aspirin tablet involves meeting the exact- 
ing standards which have been established 
in over forty-six years of experience in 
making this best-known of all analgesics. 
In the ultra-modern Bayer Labora- 
tories at Trenton, N. J., seventy different 
tests and inspections are employed to 
insure the quality, purity, uniformity 
and fast disintegration for which these ASPIRIN 


tablets are famous. THE ANALGESIC 
FOR HOME USE 
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ATRULY DEPENDABLE PARTIAL 


~ DENTURE GOLD AT A MODERATE PRIci 





Use GB 66 for all partials— it casts 


easily, polishes beautifully and retains 
its rich luster under any normal 


- mouth condition. 


Used and advocated by leading dentists 


sae 


Ree ee 


_. and laboratories everywhere. 


: Price: $1.84 per dwt. (Retail) 


Ask your dealer or write us direct. 






Est. 1867 


GOLDSMITH BROS. SMELTING & REFINING CO. 


' 58 E.Washington St., Chicago * 74 W. 46th St., New York * Michigan Bldg., Detroit 
PLANTS: CHICAGO *« NEW YORK * TORONTO 




















A GOOD 
DENTIFRICE 
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l* dental health work, particularly through free clin- 
ics, the dentist frequently finds that the expense of 


= “ye ence PQ 
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the dentifrice is a great deterrent to regular cleaning 
of the teeth by patients. 





It need not be if he suggests the use of Arm & Hammer 
Brand, or Cow Brand, Baking Soda. It is effective as 
a cleanser; it is safe; it is extremely inexpensive. A 
package which will give many weeks of brushings, costs 
but a few pennies. In many cases the patient need 
make no cash outlay for he will probably find our Baking 
Soda (pure Bicarbonate of Soda) already in the home. 


We do not mean to convey that its low cost, alone, 





commends our product as a tooth cleanser. In fact it 
will do all any dentifrice can do. Money cannot buy 
better. You can recommend it to your private patients 
with full confidence. It is a dentifrice acceptable to the 
Council on Dental Therapeutics. | 


FKither Arm & Hammer Brand, or Cow Brand, Baking 





Soda is available at any grocery store. 









Business Established 
in 1846 








CHURCH & DWIGHT CO.. Ine. 
10 Cedar Street New York 5. N. Y. 



















































1/10 Horsepower 
Speeds up to 10,000 RPM 


Reversible motor 


Six speeds 


meloh mmole) abide) ii-te! 


$12 


FLOOR MODEL No. 105 — $90 
WALL MODEL No. 110 — $82 


With handpiece, al! 
models $22 additional! 
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For the strongest, hardest, most color-perfect 
dentures, use Vernonite in Gel form. 


It is pre-mixed in the factory by chemists 
under controlled time-temperature-atmosphere 

_ conditions not obtainable in the dental labo- 
' ratory. It contains hard, strong high-polymer 
ingredients not practicable for a technician 


to hand-spatulate by the ordinary powder- 
liquid methods of mixing. 


Solve your breakage, warpage, poor fitting 
denture problem by instructing your labora- 
tory to use Vernonite Gel in combination with 


V-Cote foil substitute. V-Cote facilitates per- 
fect adaptation of the resin to the cast. 


“Vernonite” Registered Trade Mark 





VERNON -BENSHOFF COMPANY, P.O. Box 1587 
Pittsburgh 30, Penna. 
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‘Dest teacher 


lt’s true in cigarettes too! 
MORE PEOPLE ARE SMOKING CAMELS THAN EVER BEFORE 





ES, experience is the best teacher. And with 
¥ cae of smokers who have tried different 
brands of cigarettes, Camels are the “choice of 
experience.” Try Camels! See how the rich fla- 
vor of Camel’s choice, properly aged and blended 
tobaccos pleases your taste. See if Camel’s cool 
mildness isn’t welcome to your throat. Let your 
own experience tell you why more people are 
smoking Camels than ever before. 
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: _ Your Patient Knows About Bootleg Dentistry! 
It Pays to Educate Harold P. Winkler, D.D.S. 
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CLINICAL INVESTIGATION DEMONSTRATES 


Value of 


rorhan’s ,.. 
as home aid in 


GINGIVITIS 


Out of a group of patients given individual dental 
examinations, 795 were found to be Gingivitis cases. 

Approximately half the patients were first given 
prophylaxis. ALL were instructed to massage gums 
with Forhan’s toothpaste. In 30 days: 


95% of the Gingivitis cases 
showed marked improvement 


100% of those having normal gums 
maintained gums in healthy condition 
Surely these significant results should justify your 
recommending Forhan’s with massage as an effective 

home adjuvant to help guard against Gingivitis! 


MCOGSSICLICIER | New Brunswick, N. J. 


Please send free samples for patients. 


Samples 
Available 
Again 
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TWENTY MEMBERS of the Scranton (Pennsylvania) District Dental So- 
ciety attend a novel postgraduate course on caries control given over 
telephone wires from Chicago by the University of Illinois College of 
Dentistry. (See page 226 for complete story.) At the first lecture in the 
Scranton Chamber of Commerce Building are (standing, left to right) : 
Henry Brandt, Al Klein, Thomas McWilliams, J. E. Manley, Ben Shair, 
Thomas Harding, Frank Nash, E. J. Thomas, H. D. Birchard, Joseph 
Newman, A. J. Perry, H. R. Burns, and C. W. Taylor; (seated, left to 
right) Robert Goodall, P. L. Donahue, Saul Levy, Alan Davis, T. A. 
McMahon, Frank Gardner, and Donald Swift.—Scranton (Pennsyl- 
vania) Tribune photograph submitted by Saul Levy, D.D.S. 


Ten dollars will be paid for the picture used in this department each 
month, Send gloss prints with return postage to Oral Hygiene, 708 
Church Street, Evanston, Illinois. 
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THE JANUARY issue of the Wom- 
an’s Home Companion carries a 
straightforward, factual article by 
Clive Howard entitled BooTLec 
DENTISTRY. With commendable en- 
terprise this publication has made 
available to a potential readership 
of 12,000,000 persons detailed in- 
formation on unethical practices in 
the giving of prosthetic service. 
For the first time, the general pub- 


Your Patient Knows 
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entistry! 







lic has been told how some dental 
laboratories, with the connivance 
of dentists, are endangering the 
health of denture patients and how 
other laboratories are bootlegging 
prosthetic service direct to the pub- 
lic. The effect on dental patients 
is likely to be far reaching. 

Mr. Howard makes the point 
that the dental profession should 
clean its own house. Dentists have 
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long been aware of the need for 
this corrective action. The serious 
threat inherent in bootleg prosthet- 
| ic service was brought to the at- 
tention of the profession in two ar- 
ticles outlining actual conditions in 
the dental laboratory field, pub- 
lished in ORAL HYGIENE in Septem- 
ber, 1939.1 During the last eight 
years this magazine has continued 
to publish additional information 
_and warnings to dentists and lab- 
| oratories. 

_ These are the facts on the cur- 
rent dental laboratory setup as the 
'Woman’s Home Companion gives 
‘them to its readers: “. . . There is 
_a hundred-million-dollar-a-year in- 
‘dustry which affects the health of 
‘almost every American—and yet is 
‘under virtually no supervision 
whatever by health authorities. Al- 
most every man or woman who 
needs a dental inlay, crown, bridge, 
for plate is at the mercy of this in- 
idustry—and yet some of the men 
who run it cannot even read or 
write.” 

Indicating that he wishes to in- 
dict only the laboratories guilty of 
al § unethical practices, Mr. Howard 
ce } continues: “There are numerous 
he | fine dental laboratories in Ameri- 
ow fca. The men who run them take 
ng § great pride in their work and do a 
ib- | better job than most dentists who 
nts | divide their time between chair and 
‘Hurley, Marcella: Bootleg Dentistry in Chicago; 
int Laboratory Mongers at Work, Ora Hycirne 


29:1060-68 (September) 1939; Your Practice 
ald Suffers . . . and so do Your Patients, Orat Hy- 



















ClENE 32:163 (February) 1942. 








National magazine warns the public against dangers of 
unscientific prosthetic service. 


laboratory could possibly do. In 
fact it is these reputable techni- 
cians who have been in the fore- 
front of the movement to license 
and regulate all laboratories for 
the protection of the public . . . The 
laws are so lax that anybody with 
a spare room and fifty dollars to 
buy such equipment as a Bunsen 
burner, a small power drill, plastic 
molds and a tin pan for boiling 
water can call himself a dental 
technician. He does not have to 
take any special training. Or, if he 
wants a diploma to give him added 
prestige, he can get it at trade 
schools such as one which adver- 
tises that it can teach even illiter- 
ates because all its instruction is 
done by visual demonstration. 

“An expert and veteran techni- 
cian, Israel Margoshes* who heads 
the Dental Laboratory Association 
of the State of New York, told me 
that in the majority of all Ameri- 
can laboratories dentures ‘are pro- 
duced without any benefit of sci- 
ence whatsoever.’ The statistics 
back him up. New York City’s wel- 
fare department once asked a com- 
mittee of the Dental Society to pass 
on the qualifications of laborato- 
ries to which work could be sent 
from the city’s free clinics. The 
committee rejected half of the lab- 
oratories which were under con- 
sideration.” 

With reference to the future 
“Margoshes, Israel: What Makes ‘‘Black-Market”’ 


Dentistry? Ora. Hycrwne 37:230 (February) 
1947. 
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threat to the public of the unsuper- 
vised laboratories, Mr. Howard 
has this to say: “The public health 
menace represented by the ill- 
trained technician is getting worse 
instead of better. Before the war 
there were sixty-eight hundred 
technicians in the business. But the 
wartime boom attracted thousands 
more and the Army and Navy 
trained an additional ten thou- 
sand, many of whom hope to prac- 
tice in civilian life. It is estimated 
that there are now about thirty-two 
thousand five hundred technicians 
in the United States. This is far too 
many and is leading to cutthroat 
competition and the rise of illegal 
dentistry.” 

This will come as no surprise to 
dentists. In an editorial published 
in OrAL HYGIENE in September, 
1945,° the dental profession was 
warned against the “mushroom 
growth of laboratories after the 
war” and urged to establish con- 
trols and safeguards in time. 

On overcrowding of the dental 
laboratory field, Mr. Howard says 
further: “Most dental authorities 
estimate that one technician to 
every five dentists is adequate and 
that one to four is just about ideal. 
Today, however, there is almost 
one technician for every two den- 
tists. Obviously they cannot all 
make a living—unless they find a 
way of getting more work.” 

The alternative for excess lab- 
oratory technicians is obvious. Mr. 
Howard reports that “Many labo- 


8Editorial: The Dental Laboratory is Here to 
Stay, Ona Hycirene 35:1558 (September) 1945, 
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ratories now advertise “emergency 
repairs’ for artificial teeth or 
bridges, guaranteeing to do the 
work in two or three hours, Ip 
many cases these advertisements 
are not meant for the eyes of den. 
tists but for the general public, 
which it tacitly invites to visit the 
laboratory instead of a dentist. 

“Other laboratories try to spread 
by word of mouth, through friends 
of the owners, the information that 
they will undertake to do any pros. 
thetic work that a dentist could 
perform. In Boston recently a prac- 
ticing dentist was outraged to find 
himself approached on the street 
by a policeman who was soliciting 
business for a laboratory!” 

In the article “BLACK-MARKET” 
DENTISTRY* published in ORaL 
HYGIENE in November, 1946, this 
practice of laboratories soliciting 
patronage in the streets of Boston 
was described in detail by a re 
porter assigned by this magazine 
to investigate unethical practices in 
laboratories in New England. 

The ineffectiveness of dental leg. 
islation in this situation is made 
clear by Mr. Howard. “In all 
states,” he says, “it is illegal for 
anyone to practice dentistry with 
out a license. But the machinery 
for enforcing the law is woefully 
inadequate—in New York, for ex- 
ample, there are only three inspec- 
tors for the twelve hundred labora- 
tories all over the state’s nearly 
fifty thousand square miles.” 

In defense of the laboratories 


‘Ryan, B. D.: “‘Black-Market’’ Dentistry, Oni 
Hyrciznge 36:1918 (November) 1946, 
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NEW YORK DECISION 


Whatever differences of opinion may exist among members of 
the dental profession in respect to the extent of the functions of 
dental mechanics, let there be no mistake about this: the law does 
not countenance the slightest invasion by either or both upon the 
fullest protection which is guaranteed to the public. 

Professional care means exactly that: the law tolerates nothing 


less. 





From a recent decision by 
Justice Irvinc BEN Cooper 
Court of Special Sessions 
New York City 











the article offers this: “Legitimate 
laboratory owners claim that a mi- 
nority of irresponsible dentists are 
chiefly to blame for the evils in 
their industry. They claim that as 
dentistry has come to rely more 
and more on the laboratories, some 
dentists have forgotten how to do 
certain phases of their own work 
and have failed to keep abreast of 
the scientific strides made by pros- 
thetic dentistry.° The laboratory 
owners say they are called upon 
to do illegal work by dentists who 
don’t know how to plan a scientifi- 
cally fitting restoration and who 
lack the professional ethics to refer 
the patient to someone who can. 
They say too that dentists ask them 
for professional advice which they 
are not equipped by education to 
give. 

“It takes only a small percentage 
of unethical dentists, working with 





Getting the Most Out of the Dental Laboratory, 
Onan Hycrene 37 :448 (March) 1947. 





one eye on the minute hand of the 
clock and sending the patients to 
the laboratory at every opportu- 
nity, to encourage owners and tech- 
nicians into illegal practice.® 

“Not a few dentists are begin- 
ning to think that their own pro- 
fession needs a housecleaning. One 
leading practitioner told me, ‘It is 
time that a lot of dentists were 
brought up short and made to real- 
ize that patients are entitled to 
thorough and scientific care.’ 

“Despite all the damage that the 
industry as now constituted can do 
the public, some dentists like the 
present system. Others are afraid 
that licensing of laboratory tech- 
nicians might be the first step to- 
ward admitting them to dental 
practice.” 

Although all other fields related 
to public health have established 





*Efremoff, J. S.: The Threat of the Unethical 
Dental Laboratory, Orat Hyciene 36:1718 (Octo- 
ber) 1946, 
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rules and regulations, Mr. Howard 
points out that few states have 
made any attempt to regulate den- 
tal laboratories: 

“In Ohio and southern Califor- 
nia, a system of voluntary accredi- 
tation has been worked out. Labo- 
ratories volunteer for inspection by 
a committee of the state dental so- 
ciety and those approved are ac- 
credited by the state dental society. 
But even in these states there is no 
law to prevent any laboratory from 
engaging in bootleg dentistry. In 
southern California the system is 
said to be working out very well, 
but in Ohio only twenty of the 
state’s more than two hundred lab- 
oratories have applied for accred- 
itation. 

“New York has a law prohibit- 
ing a laboratory from turning out 
work except on a dentist’s prescrip- 
tion. But the law does not concern 
itself with how well the prescrip- 
tion is followed and investigators 
have no right to enter a laboratory 
unless they have a specific com- 
plaint from a dentist or a pa- 
tient. 

“The only law in the United 
States regulating technicians and 
laboratories was set up by South 
Carolina in 1946. Under South 
Carolina legislation, dental techni- 
cians are licensed by a state board 
of dental examiners after proving 
their training and ability. The 
board can revoke a license at any 
time for malpractice, false adver- 
tising, or the practice of illegal 
dentistry. Almost from the begin- 
ning there was dissatisfaction on 
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both sides with the South Carolina 
law as it was written. 

“Nevertheless the great majority 
of reputable laboratory owners 
and many dentists with vision and 
a knowledge of the problem have 
agreed that this kind of legislation 
is one answer to the problem of 
illiterate technicians and bootleg 
dentistry.” 

Again bringing the problem 
back to the dentists, Mr. Howard 
concludes, “Probably the first 
move is up to the dental societies, 
which might as well recognize that 
more illegal dentistry is probably 
going to be practiced under the 
present system than under any pos- 
sible law. 

“One step in the right direction 
has been taken by the Prosthetic 
Service Committee of the Dental 
Society of the State of New York.’ 
This committee has proposed that 
the State Board of Dental Exami- 
ners be empowered to register lab- 
oratories, set up standards, and 
blacklist any violators. 

“Until this suggestion or some- 
thing like it is adopted all over the 
United States, the public will con- 
tinue to be at the mercy of incom- 
petents and charlatans—some of 
whom are so ignorant of medical 
science that they cannot realize the 
harm they are doing. Unless the 
dentists act first to clean up this 
unsavory side of their profession, 
some day an aroused public may 
do it for them.” 








7Supplee, S. G.: What Should the Dentist do 
About the Dental Laboratory? Ora Hyctsne 
36:1358 (August) 1946, 
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By HAROLD P. WINKLER, 
D.D.S 


A THOROUGH review of the adver- 
tising material in several national- 
ly circulated magazines indicates 
that the dental profession is lag- 
ging far behind other professions 
and industries in taking advantage 


} of opportunities to educate the 


public. : 
In the automotive industry, for 


} example, large sums of money are 


spent annually, by the manufac- 
turers of various car parts, ex- 
plaining to the car owner the value 
of constant checkups to prevent 
costly repairs. In an advertise- 
ment sponsored by the manufac- 
turers of Perfect Circle piston 





IT PAYS 
TO EDUCATE 













This dentist recommends patient education through the na- 
tional advertisements of dental manufacturers. 


rings, there is pictured a school- 
teacher sitting behind the wheel of 
her car and a mechanic standing 
alongside; it reads as follows: 
“Miss Mary knows plenty about 
teaching kids. But she admitted to 
me that she didn’t know ‘beans’ 
about a car. She was having a lot 
of trouble with her car, so she 
brought it in to me. I’m her Doc- 
tor of Motors, you know. And it 
was about time she came in, too. 
That car of hers was almost on its 
last legs. Oh, sure—I pulled the 
motor down, ground the valves, 
put in a set of Perfect Circle piston 
rings, new gaskets, and took care 
of all those other things she’d been 
needing for quite a long time. With 
her car running like new, she ad- 
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mitted she’d learned her lesson. 
The thing is, though—it’s an ex- 
pensive way to learn that a regular 
visit to your Doctor of Motors can 
keep your car running right—and 
keep little troubles from becoming 
big ones.” 

The theme of this advertisement, 
obviously, is to teach people that 
constant, periodic checkups are 
the best method of preventing 
costly repairs. Aren’t we, as den- 
tists. interested in the same theme, 
as regards oral health? 


Ophthalmic Advice 


We turn now to an advertise- 
ment sponsored by the American 
Optical Company, which is the 
world’s largest supplier to the 
ophthalmic professions. The ad- 
vertisement states, in part: 

“You, too, like the detective, 
should have ‘seeing ability’ to meet 
your visual requirements. You may 
not be able to achieve this unaided, 
and the only way to make sure is to 
seek professional guidance. Glasses 
alone will not improve your visual 
skills. Important as glasses are, 
their aid to your visual comfort 
and efficiency depends upon the 
professional services and technical 
skills of your ophthalmologist, op- 
tometrist, and ophthalmic dis- 
penser (optician) .” 

The advertisement then shows 
pictures of a patient having her 
eyes examined, refracted, a pre- 
scription made and _ interpreted, 
followed by fitting, re-evaluation, 
and servicing. It then says: 

“Professional services and tech- 
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nical skills, such as these, are es. 
sential aids to your seeing ability 
—your eye comfort, your visual 
efficiency. It is for these services 
and skills—not for glasses alone— 
that you pay a fee. Seek profession- 
al advice—not glasses at a price.” 

Many dentists have been trying 
for years to educate the people to 
the fact that they are paying for 
professional service and advice, 
and that they are not purchasing 
materials alone. Yet, in order to 
do this on a large scale, a medium 
greater than the confines of a den- 
tal office must be used. 

In the field of medicine, the 
large pharmaceutical houses ex- 
plain to the laity the need for early 
care to prevent serious illnesses. 
They also recommend that the pa- 
tient visit and consult the physi- 
cian. An advertisement entitled 
SOMETHING You SHOULD Know 
ABOUT SLEEPING PILLs, sponsored 
by Parke, Davis and Company, 
States: 

“Used wisely, under the guid- 
ance of a physician, sleep-inducing 
drugs are one of modern medical 
science’s important aids. In many 
cases, marked by a temporary anx- 
iety, nervousness, or physical dis- 
comfort, your doctor relies on 
them to supply the sleep or relaxa- 
tion so vital to proper treatment. 
Before an operation, these sleep- 
inducing drugs are often used to 
save the patient from a wakeful 
night of apprehension. These drugs 
are also used to prevent toxic re- 
actions to local anesthesia, to in- 
hibit convulsions, to make _ the 
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pain-deadening action of other 
drugs more effective. Many types 
of sleep-inducing drugs have been 
developed. Your doctor chooses 
among them, according to the in- 
dividual case. Sleep-inducing drugs 
can be of great value. Like any 
beneficial product, these drugs can 
be abused. Taken without your 
doctor’s express orders, they may 
be dangerous. You have probably 
seen newspaper accounts of deaths 
or serious poisoning caused by ex- 
cessive misuse of these drugs. Tak- 
ing sleep-inducing drugs—when 
there is no medical reason for you 
to do so—is an extremely foolish 
habit to acquire. For if you become 
accustomed to using them to put 
you to sleep, it may eventually be- 
come almost impossible for you to 
sleep without them. SEE Your 
Doctor. If you have trouble going 
to sleep, or sleeping through the 
night, consult your doctor. Let him 
find the reason for your sleepless- 
ness and suggest the proper treat- 
ment. If he should prescribe a 
sleep-inducing drug, follow his in- 
structions accurately. He is the one 
person whose advice you should 
take, in any matter that concerns 
your health.” 

Dentistry, too, should conduct 
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an educational campaign. At the 
present time, the only companies 
that mention visits to the dentist 
are the toothpaste manufacturers, 
and then only as an afterthought. 
Not one piece of information 
reaches the public about the ad- 
vancements made in modern den- 
tistry in the last twenty years. 

My suggestion is to approach 
all dental manufacturers of equip- 
ment, instruments, and supplies, 
and have them conduct an educa- 
tional campaign in several na- 
tionally circulated magazines, to 
make the public more dentally con- 
scious and better informed. At the 
same time, if more people were 
educated to seek early dental care. 
we would use larger quantities of 
the manufactured products, and 
everyone would benefit. 

There may be some of you who 
say this is advertising and, there- 
fore, unethical. If it were done by 
individual practitioners, claiming 
superiority of service performed, 
that criticism would be justified. 
However, that is not the case here. 
The whole program could be han- 
dled ethically, and we dentists 
would then be treating a much bet- 
ter informed public. 


47 Main Street 
Granville, New York 


CAT LEARNS TOOTHBRUSH TECHNIQUE 


SIX-YEAR-OLD black, white, and orange long-haired cat, Mitzie, brushes 
her teeth on command or whenever her mistress, Miss Marjorie B. Cum- 
mings, brushes hers. Mitzie has her own toothbrush which she uses by 
rubbing her teeth back and forth across the bristles. Miss Cummings, 
who is a social worker for the New Jersey State Board of Child Welfare 
in Elizabeth, New Jersey, does not know how her pet cat acquired this 


ability. 









By ESTHER HUNSICKER 


ALMOST EVERY month in some 
magazine there is an article on 
how to train dental assistants. 
While the methods used may differ, 
all hope for the same result—a per- 
fect dental assistant who possesses 
patience, wisdom, and achieve- 
ment. 

A decade and a half spent as a 
dental assistant, particularly in a 
busy office where an associate den- 
tist practices, is a long time even 
if spent in interesting work and 
pleasant surroundings. It gives 
one, if at all observant, an insight 
into the assets and liabilities of 
both dentist and patient. 

During my span of employment, 
it has been my pleasant duty to 
train—they may have resented that 


The Dentist 


Needs Training, 








word—a number of dentists. All 
of them required persuasion, di- 
rect or indirect, until they met the 
requirements of “a good dentist” 
as judged by a dental assistant’s 
standards. 


Dentist’s Appearance 


Let me start in the order in 
which we begin a dentist’s educa- 
tion. Someone has said that people 
are judged unfortunately by what 
they appear to be, not what they 
are, and we agree. Personal ap- 
pearance is the beginning of judg- 
ment and therefore is of primary 
importance. Should our dentist 
come in in the morning needing a 
shave, we tell him he does not look 
well and between ten o’clock and 
ten-thirty there is open time for 
him to “spruce up.” We go to his 
private office and get a razor ready, 
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and at ten o’clock remind him that 
now is the time. 

Changing gowns is another 
problem. A clean one every morn- 
ing is no difficulty. But let it be 
spotted and require changing once 
or twice during the day—that is a 
nuisance, and what is a spot any- 
how? So we take a clean gown and 
say, “Your clean gown is ready. I'll 
hold that strip.” Or, “While the 
anesthesia is taking effect, you 
have time to change into a clean 
gown. 

Some practitioners forget to 
wash their hands. Not to embarrass 
them we say, “Your hand towel 
needed changing. Here is a clean 
one.” After a few times, they un- 
derstand our point in saying this. 


Carelessness 


If, while mixing plaster, the den- 
tist becomes careless and splashes 
the floor and his gown—again, a 
clean gown. Have him leave the op- 
erating room until the floor is 
cleaned. Do it slowly. Make him 
late for his next appointment; if 
possible, for lunch. A few such 
treatments and “the patient is 
cured.” 

Dropping cotton on the floor, re- 
peatedly missing the waste recep- 
tacle with empty tubes—these 
faults too require correction. | 
have had more imaginary back- 
aches than real ones during office 
hours. The fake ones were for cur- 
ative purposes, It may be an unfair 


Are you in need of the training this dental assistant 
recommends? 
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trick to take advantage of one’s sex 
and say, “Would you please pick 
up those cotton rolls (or swabs or 
tubes or burs)? I have a terrible 
backache.” What else can the man 
do but acquiesce? He may suspect 
the backache after a few requests 
and come to the conclusion that it 
is easier to place refuse in the re- 
ceptacle than to pick it up from 
the floor. Thus a new habit is 
formed. 

Promptness is important. Being 
on time to start operating, and 
finishing patients in time for the 
next appointment, makes life easier 
for the dental assistant and for the 
dentist, too. Make him see that. 
How? When he is late for his first 
appointment, be sure to place the 
patient in the operating chair and 
station yourself at the entrance to 
the office. Greet him with, “Your 
first patient is in the operating 
room waiting and your next ap- 
pointment is due soon.” This is an 
irritating reception and does not 
need many repetitions. 


Operating Schedule 


Many young men become too en- 
grossed in what they are doing, 
overestimate their speed as oper- 
ators, or “swap” too many fishing 
stories with their male patients, 
with the result that they keep their 
patients beyond their allotted time. 
This is sometimes as annoying to 
the patient who may have another 
appointment elsewhere as it is to 
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the one who is waiting. It definitely 
disrupts the schedule. 

One reminder that it is time to 
finish is to bring in the record 
card of the next patient and place 
it on the bracket where the dentist 
must see it. If this method gets no 
results, after telling the dentist 
that he does not heed this gentle 
reminder, we use a radical remedy. 
An x-ray timer set to go off five 
minutes before the appointment 
period is ended raucously an- 
nounces the time. No man likes 
this remimder repeated often. 

Being a “good fellow” often 
means a dentist is classified as a 
bad one by the dental assistant. I 
am speaking now of the times 
when he makes his own appoint- 
ments. He meets a friend who 
wants to come in on Wednesday 
morning at ten o'clock. 

“Ts it O.K.?” 

“Sure; perfectly all right.” 

Or at the conclusion of a sit- 
ting the patient asks, “Can I come 
in Tuesday at eleven?” 

“Certainly, that’s fine.” 

He does not look at the ap- 
pointment book to see if other ap- 
pointments are booked for the 
same time. They are. What should 
the dental assistant do? 

We get the dentist alone and say, 
“Wednesday at ten I certainly 
want to be here.” When he asks 
why, we answer, “To see you op- 
erating on two patients at the same 
time. Is one going to sit on the 
other’s lap?” Or, “Do you think 
you re Superman? You must think 
you are since you want to operate 
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on two people at the same time.” 

We never let an opportunity 
pass whenever he makes an ap. 
pointment without consulting ¢j. 
ther the book or one of the dental 
assistants even if it is a mild, 
“Don’t you trust us to make ap. 
pointments?” He soon learns that 
the line of least resistance is to let 
us do it. 

Most of our patients have been 
coming to us for a long time; in 
their mouths are restorations and 
other services of which we feel 
proud. If the dentist is careless, is 
rushed in his examination, and we 
see a carious tooth, we do not hesi- 
tate to ask him whether or not that 
tooth is carious. 

If he is lax in shading silicates, 
cavity preparation, or finishing 
amalgam, or in any other proce. 
dures, we just point to one of the 
old restorations and say, “Don’t 
you think that silicate shaded up 
beautifully?” “Aren’t those mar. 
gins on that inlay perfect?” “Isn't 
it wonderful how the extension of 
those margins have stopped sec: 
ondary caries?” Or, “Hasn't that 
carving made a beautiful restora- 
tion out of that filling?” Or, “Isn't 
it wonderful how that amalgam 
holds its polish?” 

It is hard under these circum- 
stances, if he knows the dental as- 
sistant is making comparisons, to 
remain careless. 

It may seem that all we do is 
criticize. However, we compliment 
both the dentist and his patient on 
all satisfactory treatment. We try 
to mix silicates and cements and 
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amalgams to specifications, to have 
all instruments handy, and often to 
anticipate the operator’s demands. 

There is a tendency on the part 
of every young dentist who has 
not had much experience with gen- 
eral anesthesia to overestimate, 
negatively, the symptoms of his 
patients and to try to rush his ex- 
tractions. Consequently, he has dif- 
ficulty which would not occur 
were he operating under local 
anesthesia. It is here that we do 
our best work. We help by chart- 
ing the mouth as he calls off the 
teeth to be extracted, getting in- 
struments ready that may be need- 
ed, and handing him the roent- 
genograms for a final examination. 
All this is done slowly and deliber- 
ately. Then we give the patient a 
few words to calm him. A perfect 
anesthesia is the next step; while 
some people may object to this, 
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. * + * ke . ie * 
ORAL HYGIENE AWARD 


This article by EstHer HunsiIcKer has 
won the $100 OraAL HYGIENE award for 
the best feature published this month. 


* * * * ” * * * 


when the patient is asleep, we talk 
calmly and encouragingly to the 
dentist, reassuring him that the 
patient is all right and that he is 
doing fine. It does not take long 
for a young man under these con- 
ditions to become competent in 
performing extractions. 

There must be a personal satis- 
faction in the service rendered and 
not just in the financial reward 
alone that keeps a dental assistant 
year in and year out with the same 
employer. If you, the dentist, are 
trained, then you can train and 
retain your dental assistant. 


532 Hamilton Street 
Allentown, Pennsylvania 


NEBRASKA SURVEY REVEALS INTERESTING FACTS 


As A PRELIMINARY step to the development of a long-range program, the 
Council on Dental Health of the Nebraska State Dental Society obtained 
pertinent information from the state’s practicing dentists. The replies 


to questionnaires revealed that: 
91% 
53 %o 
32% 
10% 
91% 
68% 
30% 
34% 
96% 
12% 
80% 


of the dentists have an x-ray machine. 

use one dental chair, 43% two chairs, 4% three chairs. 

have taken short refresher courses sponsored by a dental school. 
have taken graduate work in dentistry. 

use commercial laboratory service. 

favor a state law to license hygienists for office practice. 

would employ a dental hygienist. 

accept children for orthodontic treatment. 

accept children for some types of operative treatment. 

refer children to other dentists. 

stated that there is an increase in demand for dentistry for 


children.—The Bulletin of the American Association of Public 


Health Dentists. 
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By H. C. BURT, D.D.S. 





OuT OF A hundred men at the age 
of 25, in another forty years, or at 
the age of 65, sixty-four of these 
men will still be alive. Of those 
sixty-four men, one will be rich, 
four will be well-to-do, five self- 
supporting, and the balance, fifty- 
four, will be dependent on rela- 
tives or charity. Are you going to 
be one of the lucky ten who does 
not have to depend on others when 
you are 65? 





*Digested from the Fall, 1947, issue of The 
Quarterly of the American Interprofessional In- 
stitute. , 
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Professional men do not come 
under any plan for social security 
sponsored by the government; nor 
under any industrial pension plan, 
if they are in private practice. If 
they are to have security in their 
old age, they must provide for it 
themselves. 

We will try to work out a def- 
nite plan for financial security for 
the young professional man start- 
ing out in his chosen field, assum- 
ing that he is reasonably success- 
ful, marries, and has, for example, 
two children. If this young pro- 
fessional man and his wife have no 
prospects of help from outside 
sources, what should be their life 
plan for self-security ? 
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The elements in this plan, in the 
order of their importance, are: 

1. Life insurance. 

2. Home. 

3. Government bonds. 

4. Income property. 

5. Bonds and stocks. 

The number one hazard that 
entails the greatest financial loss 
is premature death. Life insurance 
is the only way to meet this hazard. 

What is adequate insurance? It 
is the sum of money which, when 
added to other assets, should be 
sufficient to maintain our depend- 
ents until their death, in case of 
adult dependents, or until their 
working age, in case of children. 
I do not mean that a man must 
carry enough insurance that the 
interest alone will provide what is 
needed, but that the insurance 
should be paid on the installment 
plan; using the principal along 
with the interest, for a certain 
number of years. 

The amount of insurance the 
young professional man should 
undertake is all that he can afford 
to carry at the particular time, 
with the thought of adding to it as 
he is able in order to complete his 
overall plan. If he possibly can, he 
should leave any dividends and in- 
terest with the company, to the 
credit of his policies; for they, in 
turn, will cause the insurance to 
mature more rapidly. Then if he 
does live his normal expectancy, he 
can hope that his insurance sav- 


This dentist’s suggestions may help you plan financial security 
for yourself and your family. 


ings will take care of him instead 
of his heirs. 

Another type of insurance that 
is having great popularity these 
days is the retirement annuity. 
Men buy this type of insurance not 
so much with the thought of pro- 
tecting their heirs as to build up a 
competence for their own old age. 


Purchase of Home 


The second investment the 
young professional man _ should 
make is the purchase of a home, or 
an interest in an apartment build- 
ing in case he lives in one of the 
larger cities. While the interest on 
the original investment, taxes, in- 
surance, upkeep, and repairs are 
considerable and possibly amount 
to as much per year as rent, when 
the time comes to dispose of the 
property, there is an equity that 
there would not have been had he 
been paying rent all those years. 

Let us take up the third consider- 
ation in this plan; that of govern- 
ment bonds. We feel that in the 
case of our man the well-known 
“‘E” bond that matures in ten years 
particularly fits his needs and cir- 
cumstances. Mathematicians will 
show you how by regularly invest- 
ing in the type “E” bond (pur- 
chased at $75 and in ten years re- 
paid at $100) an old-age compe- 
tence can be secured. If the bonds 
he buys are reinvested at the time 
of maturity, when he retires he 
can expect a regularity of maturity 
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dates comparable to the amount 
and length of time he has been in- 
vesting in them with an added 
amount to the extent of 2.9 per 
cent compounded over the years. 


Income Property 


The fourth item in our plan for 
financial security is that of acquir- 
ing some form of income property. 
To own some valuable business 
property in a growing city where 
such property is in demand, or a 
well-situated apartment building, 
fully rented with a regular monthly 
income, is certainly something to 
he desired. Many professional men, 
with keen insight as to values and 
the ability to manage, have in- 
vested their savings in such prop- 
erty and have not regretted it. 
However, there are drawbacks and 
an element of risk involved. 

I have referred to a man with 
“‘a keen sense of values” and by 
that I mean one who knows the de- 
sirable locations, both at the time 
of purchase and in years to come, 
and who looks far enough ahead to 
foresee depressions as well as times 
of inflation and pays only so much 
for his property as will return him 
reasonable rental over a number 
of years. 

Many professional men were 
raised on a farm and desire to own 
a place in the country. If such a 
place is wanted for the purpose of 
pursuing a hobby, well and good; 
but do not confuse the show place 
with a farm bought as a source of 
income. They do not go together. 
The farm bought for income must 
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be situated in a part of the country 
where fertile land abounds, be rea. 
sonably level and free from creeks 
and timberland, and be close to 
the markets, 


Bonds and Stocks 
The fifth and final element ip 


our plan concerns bonds and 
stocks. I have placed this category 
in last position because of the risk 
involved. I should probably treat 
bonds and stocks separately for 
there are undoubtedly state, mu- 
nicipal, and many corporate bonds 
of high caliber which can be 
bought with little risk. The higher 
rating the bond carries, the lower 
the interest rate and, if our pro- 
fessional man is conservative, he 
will do well to buy bonds of this 
type. Diversification is important 
and there is no such thing as buy- 
ing a security and putting it away 
and forgetting it. Conditions 
change and securities that are 
“oilt edged” today may not be as 
attractive in ten years. 

In buying corporate bonds, the 
advice of an investment counsellor 
should be obtained and records of 
earnings over long periods should 
be taken into consideration, as 
well as future prospects; including 
the question of whether the com- 
pany is engaged in producing an 
article that will have an increasing 
market. 

The same suggestions apply to 
the purchase of common stocks as 
to the purchase of corporate 
bonds. Also, the professional man 
should not be concerned over fluc- 
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tuations in the market, and should 
buy for investment returns rather 
than capital gains. 

To accumulate some shares in 
several companies in order to di- 
versify your holdings may be be- 
yond your financial ability, and 
for that reason there have been in 
existence for a long time certain 
so-called “investment trusts” or 
“mutual investment companies.” 

The advantages of buying shares 
in these trusts are that you own 
a cross-section of many types of 
securities and have the advantage 
of constant supervision by the 
management. There are investment 
companies that carry nothing but 
high-grade stocks and bonds and 
some that deal more in the lower 
priced or volatile issues. Market 
trends do not show up in these in- 
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vestment trusts as quickly as they 
do in individual issues, although 
prolonged declines in the market 
will affect the price of those shares 
accordingly. Dividends are paid on 
accumulated earnings of the com- 
plete portfolio and they have a 
ready marketability, although not 
to the extent of individual common 
stocks. 

It is still a fact that we in the 
professions have poor reputations 
as businessmen, and whether the 
curriculum of every professional 
school should be changed to in- 
clude at least a “smattering” of 
economics, I do not know. But one 
thing upon which I think we will 
all agree is that it is easier to cre- 
ate capital than to conserve it. 


Newstadt Building 
La Salle, Illinois 























R. A. Me Deoovr 
D.D.S. 















































Scranton dentists receive postgraduate instruction from 
Chicago via telephone wires. 
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A NEW program in educational to the Scranton Tribune story. } re: 

methods was started when twenty The dentists attending the course | Un 

members of the Scranton (Penn- in Scranton had full advantage of | ha 

sylvania) District Dental Society ll instruction given in Chicago, } gr: 

attended, in the Scranton Chamber _ even to being able to ask questions | 

of Commerce Building, a post- of the instructors. This was ar- ] tot 

graduate course on caries control ranged by having a direct line be- } in 

given by instructors in Chicago at _ tween the “classroom” in Scranton } at 

the University of Illinois College and the University in Chicago. 

of Dentistry. Through the cooper- A duplicate set of slides was 
ation of the Bell Telephone Com- shown in Scranton concurrently 

pany, arrangements were made for with that shown at the dental col-} Ot 

presentation of the course in lege. Notebooks like those used in} M 

Scranton simultaneously by direct the Chicago classroom were pro-} 14 

wire from the classroom on the vided for each member of the} bu 
campus of the Chicago Profes- Scranton class. For blackboard 
sional Colleges of the University of _ talks, duplicate sets of graphs were 
Illinois 800 miles away. Fifty Chi- completed in Scranton as the in- 
cago dentists took the course in the _ structors filled them in in Chicago. 
University classroom, according A bibliography, a set of questions, 
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and an outline of the lectures were 
also sent to the Scranton group. 
Saliva tests, which were a part 
of the course, were taken in Scran- 
ton and the specimens sent to the 
University of Illinois College of 
Dentistry for analysis. The plates 
from the Scranton class .were dis- 
cussed in the lectures along with 
those from the Chicago group. 
The first lecture of the series was 
given by Doctor Robert G. Kesel, 
Professor of Therapeutics at the 
University of Illinois College of 
Dentistry. He also presented the 
second week’s lecture on “Possible 
Methods of Caries Control and 
Bacteriological Aspects of Caries.” 
This lecture included a discussion 
of caries activity tests. Doctor 
Kesel is in charge of caries control 
research at the University. The 
University of Illinois Foundation 
has given $40,000 for this pro- 
gram. 
The third lecture, given by Doc- 
tor Isaac Schour, Associate Dean 
in charge of postgraduate studies 
at the University dental school, 
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was on “Fluorine and Dental Ca- 
ries.” Doctor Philip Jay, of the 
University of Michigan, delivered 
the fourth lecture which was on 
“Dietary Approach to Caries Con- 
trol.” 

“Oral Hygiene Approach” and 
“Antibacterial Approach” were 
the subjects considered during the 
fifth class meeting. The last class 
period was devoted to a round- 
table discussion of the subjects 
presented during the five lectures. 

The course consisted of six two- 
hour evening sessions, one each 
week for six weeks. The Scranton 
dentists paid a _ standard toll 
charge for the course. Doctor Saul 
Levy, a Scranton dentist who grad- 
uated from the University of IIli- 
nois, suggested the program and 
had charge of the arrangements 
for the course in Scranton. The 
dentists attending the course by 
“long-distance” considered the 
telephone system preferable to re- 
cordings of the lectures because it 
enabled them to participate direct- 
ly in the classroom activities. 


THE COVER 


OUR COVER is dedicated to the Cincinnati Dental Society March Clinic 
Meeting and Children’s Dental Health Day, the dates of which are March 
14-16. The Ohio River is in the foreground and Cincinnati’s tallest 


buildings appear in the background of the cover photograph. 
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PRE: 


Sydney (Australia) Sun and Guard- 
ian: In twenty-seven years, 79-year-old 
Doctor Arthur Gask, a dentist who for- 
merly had offices in North Terrace Ade- 
laide, has written twenty-nine books. 
Well-known as the author of whodunits, 
Doctor Gask’s last three crime thrillers 
have earned him over nine thousand 
dollars less tax and agent’s fees. 

This dentist’s literary career began 
when he moved to Australia from Eng- 
land after World War I. While he 


waited for patients to come to his dental 





office, he began to work on a novel that 
developed into THe SEcRET OF THE 
SANDHILLS. 
the manuscript, so Doctor Gask pub- 
lished it at his own expense and lost 


Australian firms rejected 


about one hundred and fifty dollars on 
the venture. However, London publish- 
ers became published 
this book. Each year since, Doctor Gask 
has collected royalties on it. Besides 
publishing his first novel, London pub- 
lishers ordered four more stories. 
Fifteen years ago Doctor Gask gave 
up dentistry to concentrate on novel 


interested and 


writing. He works five to six hours a 
day, writing about 1500 words in that 
time. His latest book THe UNFo.LpInc 
Years has been published recently in 
London. 
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Philadelphia (Pennsylvania) Evening 
Bulletin: Doctor Samuel Birch and his 
son Efrem reversed the usual family 
educational arrangements when son sent 
father to college. At the age of 47, Doc. 
tor Birch was sent through Temple 
University School of Dentistry by his 
son who was then 18. It happened when 
Doctor Birch came to this country from 
Poland in 1921. He was a graduate of 
the University of Warsaw and had been 
practicing dentistry for seventeen years, 
But he knew little English and little 
about dental methods in this country, so 
his son persuaded him to start again 
from the beginning. Efrem, who found 
a job as a musician immediately, was to 
pay the bills, and then when his father 
was practicing dentistry again he would 
have his turn at college. By the time 
Doctor Birch was established in prac- 
tice, however, Efrem decided he would 
rather continue his musical career. He 
is now leader of the Locust Theater 
orchestra. Doctor and Mrs. Birch recent- 
ly celebrated their fiftieth wedding anni- 
versary. 


Philadelphia (Pennsylvania) Evening 
Bulletin: To conform to a new law 
enacted by the 1947 Pennsylvania legis- 
lature, Governor Duff recently appointed 
Doctor Herbert K. Cooper, Lancaster 
dentist, a member of the State Advisory 
Health Board. A pharmacist also was 
appointed a member of the Board in ac- 
cordance with the new law. 


Winona (Minnesota) Republican Her- 
ald: Because he ruined a $16 pair of 
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Navy trousers while buttering an ear of 
corn, Doctor George H. Newell, Racine, 
Wisconsin, dentist, developed a device 
which holds butter firmly between 
ridged sides and fits the contour of an 
ear of corn. Slots along the bottom per- 
mit the butter to flow “evenly and eco- 
nomically” when the device is rubbed 
over a hot surface. 

Doctor Newell’s experience with the 
gob of butter which slipped and ruined 
his trousers occurred in 1943 when he 
was a lieutenant commander in the 
Navy. This incident led to his invention 
which he reports can be used also for 
buttering potatoes, pancakes, or hot 
buns. 


Boston (Massachusetts) Globe: Doc- 
tor Isaac Gerson, who practiced dentis- 
try in Cairo, Egypt, for many years, now 
is dividing his time between his office in 
Cairo and a dental office in Brookline, 
Massachusetts. For two years he and 
his family have been spending six 
months of the year in each place. He is 
President of the Odontological Society 
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of Cairo, and among his patients are 
members of the Egyptian royal family 
and Aga Khan, supreme religious head 
of millions of Moslems. 

Mrs. Gerson, who is from Milton, 
Massachusetts, but has lived in Cairo 
most of the time since her marriage, 
reports that life in Cairo is more leisure- 
ly than in this country. All business 
closes from 1 to 3:30 daily during the 
winter and from | to 4 in the summer. 


Pittsburgh (Pennsylvania) Sun-Tele- 
graph: The reception room of a Pitts- 
burgh dentist, Doctor Bruce P. Rial, 
recently had an unexpected visitor—a 
deer. Shortly before midnight, Mrs. Rial 
heard noises in the downstairs dental 
office. When she found the doe she 
called the Zoo. Officials there told her 
the deer either had escaped or was 
“doenaped,” and asked her to keep it 
overnight. Mrs. Rial believes friends of 
her 15-year-old daughter may be able to 
explain the appearance of the doe in 
the reception room. 


Awards for items published in this month’s DENTISTS IN THE NEws 


have been sent to the following: 


WiiuiaM Perry, D.D.S., 1930 Chestnut Street, Philadelphia 3. 

Natatie L. West, D.D.S., 56 North Sprague Avenue, Bellevue, Pennsylvania. 
Puitip Brapy, Box 92, Sturbridge, Massachusetts. 

MarcarRet ScHULAND, 40344 North 11th Street, La Crosse, Wisconsin. 

F. J. Morcan, 4 Glenelg Flats, Billong Avenue, Vaucluse, Sydney, Australia. 


CAN YOU USE A DOLLAR? 


To EVERY READER who contributes a newsworthy item, something unusual about 
a dentist, which is published in Dentists in the News, we will send promptly a 
crisp, new one dollar bill. Every clipping must be taken from a newspaper and 
carry the name of the publication and the date line. Clippings submitted cannot be 
returned. When more than one copy of a clipping is submitted, the first one re- 
ceived will be used. Send all items to Dentists in the News, Orat Hyciene, 708 


Church Street, Evanston, Illinois. 
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By R. Y. DRAPER 


ALL INCOME is subject to tax ex- 
cept that which the law provides 
shall be wholly or partly tax ex- 
empt. 

The majority of professional 
men, who have little or no contact 
with taxation other than the decla- 
ration of their own income, are in- 
clined to buy, sell, and own real 
estate without predetermining the 
income tax problems or making a 
diagnostic analysis for income tax 
savings. 
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From the point of view of econ: 
omy, title to property should never 
be taken unless and until the pur- 
chaser has examined all methods 
of holding title and determined 
which method will result in the 
greatest tax savings to him. 


Titleholder 


In making such an analysis, it 
is not only necessary to consider 
one’s self as the prospective title 
holder, but to prepare a list of all 
those in whom he would be willing 
to vest such titlke—wife, daughter, 
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son, or other person. To this list 
should be added the much approv- 
ed tax-saving device—the trust. 

Admittedly, placing title in 
someone other than one’s self re- 
quires more consideration than 
merely the legal or tax aspect of 
tite holding. Human nature, for 
instance, and interfamily relation- 
ship should be considered carefully 
relative to one’s objectives before 
placing title. 

After considering all the factors 
involved, however, armed with 
such a list, a prospective purchaser 
of realty is ready for tax counsel. 
This is where the majority of lay- 
men prove traitors to themselves. 


“Personal” Information 


Tax counsellors, who ask inti- 
mate and personal questions, are 
not trying to pry into your affairs! 
Personally, they are not interested 
in whether or not you get along 
with your wife, whether she has 
two nickels to drop into a col- 
lection plate, or whether son John 
is selfish with no business sense. 
Your tax counsellor is trying to 
render you a tax service. To do so, 
he must be well informed about 
your affairs. 

Today’s trend of taxation and 
intricate labyrinth of legal tech- 
nicalities demand it. The client 
who has a counsellor who does not 
ask “personal” questions will re- 
ceive inadequate advice. His coun- 
sellor can make only a poor analy- 


This information about real estate transactions may save you 
income tax payments. 
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sis that might prove of less value 
than no analysis at all. 

The tax counsellor will estimate 
the purchaser’s present income tax 
bracket and draw a comparative 
figure, assuminggthat the annual 
increment from the desired realty 
has been added to his present in- 
come. The subtraction of the one 
estimate from the other will show 
the increase in income taxation if 
the purchaser retains title in him- 
self. If given proper cooperation, 
the tax consultant will carry this 
projection into all other types of 
taxes that are likely to accrue 
eventually with the acquisition of 
this property. For this reason, it is 
necessary to know what you pos- 
sess, how you possess it, and how 
quickly you are gaining posses- 
sion. To this must be added your 
problems and complete family 
data. 


Tax Savings 


Strange as it may seem, all this 
is necessary, even in determining 
the pros and cons of income tax 
saving. 

After determining the tax situa- 
tions surrounding the acquisition 
and retention of title to property 
in one’s own name, the tax counsel- 
lor will then consider the list of 
names rendered in view of the 
problems that have been uncover- 
ed. Again he will draw compara- 
tive figures. 

For example, let us assume that 
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a dentist has an annual taxable in- 
come of $26,000, and that he is 
considering the purchase of realty 
that will net him an additional 
$15,000 a year. Taking title to this 
realty in his own name would give 
him a taxable income of $41,000 
which would raige his last bracket 
of income tax from 62 per cent to 
the 69 per cent rate (before the 
5 per cent reduction) giving him 
a tax difference of approximately 
$9,200 each year—assuming that 
the rates remained unchanged. 


Property Title 

However, since this dentist only 
wants the realty to provide security 
for his family, if he were to vest 
the title to this property in his wife, 
who has no income, the realty, 
rather than augmenting that from 
professional services to reach the 
high rate of 69 per cent taxation, 
would begin with the lowest assess- 
able rate and climb only to the 47 
per cent bracket. The wife’s esti- 
mated income tax, assuming she 
had no deductions, would be about 
$4.270 or a difference of $4,930 
over that of her husband. In a 
period of ten years, this is the 
equivalent of $49,300 exclusive of 
earned interest that could have 
been saved to help acquire the se- 
curity for which the property is 
being purchased. 

Architect John Doe lost $146,- 
000 over a twenty-five-year period 
in tax savings because he took title 
to a $100,000 property that pro- 
duced an income of $10,000 a year. 
The loss accrued because he failed 
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to consider his 75 per cent income 
tax bracket when his wife had no 
income. 


Gifts 

The foregoing, in essence, con- 
sists of making gifts to those for 
whom we wish to provide security, 
Today it is not uncommon to find 
the highest income member of the 
family making these concessions in 
order to save taxes. These gifts are 
legal, but they must be complete 
and in good faith or the Commis. 
sioner of Internal Revenue will 
continue to tax the income to the 
donor. 

Family transactions are scru- 
tinized closely. If the effect of the 
gift is to diminish income taxes, 
when at the same time the donor is 
deriving benefits from the sup- 
posed gift, the transaction will be 
regarded as a nullity. Taxation is 
a practical matter. A fictional form 
of cloaking device is disregarded 
and the substance given scrutiny. 

However, if a donor is willing 
to relinquish all rights and title to 
the property, make a complete and 
unconditional delivery, deliver the 
deed and property to the bene- 
ficiary and have it recorded in his 
or her name; then, if these ele- 
ments can be proved, it should 
leave little doubt in the Commis- 
sioners mind as to whether the 
gift was bona fide or colorable. 


Leases and Taxes 


Rental agreements between ter- 
ants and landlord are frequently 
drawn without careful considera 
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tion of the income tax conse- 
quences. 

Long-term leases, in which the 
landlord requires the tenant to pay 
the first and last year’s rental in 
advance, frequently overlook the 
necessary legal procedure to pre- 
vent the declaration of these two 
years’ rental as income in one 
year. 

Tax extravagance can be avoid- 
ed by inserting a clause in the lease 
clearly defining that the deposit of 
the last year is made to secure full 
performance of the agreement and 
that the entire amount will be re- 
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funded to the tenant upon the 
expiration of the term and satis- 
factory performance. The clause 
should provide for the payment of 
interest to the lessee. 

This simple clause can be in- 
strumental in saving an apprecia- 
ble amount in income taxation. It 
exemplifies the intricacies of mod- 
ern taxation. Financial moves 
should never be made without the 
advice of competent tax counsel. 
Such counsel is now allowed as an 
income tax deduction. 


1633 Lee Street 
Des Plaines, Illinois 





Theyll Do It Every Time 


Lenn 1 Pome By Jimmy Hatlo 
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QC), LITTLE IODINE WITH NOBODY 
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“Technique of the Month 


Conducted by W. EARLE CRAIG, D.D.S. 















Drawings by Dorothy Sterling 








Alginate Impression for Small Casting 


By C. V. STEPHANY, D.D.S. 
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The case to be considered: 
first bicuspid missing; 
bridge to be supported by 
pin ledge on cuspid and 
MOD inlay on second bi- 


cuspid, 





Select a standard bridge 
tray to fit. Trim edges with 
compound for retention of 
alginate and definite seat- 
ing of tray. 


Using D.P. Three-in-One, 
measure necessary amount 
of cream and powder ac- 
cording to D.P. instruc. 
tions. Mix for 1% minutes 
in plaster bowl. Fill tray. 
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Thin the remaining algi- 
nate, mix with water 65 
degrees F. or less. Fill two 
Caulk Cellutubes with this 
thinner mix for each prep- 
aration. Insert cork stop- 
r which comes with Cel- 
utubes, so alginate can be 
squeezed out of fine open- 
ing. 








Squeeze the mix from the 
tubes into the pin holes 
and preparations of the 
cuspid and second bicus- 
pid. 





Take impression of the 
area in the tray filled with 
the stiffer alginate mix. 
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If you are interested in 
a particular technique 
and would like to have 
it presented in this de- 
partment, please write 
to W. Earle Craig, 
D.D.S., 1005 Liberty 
Avenue, Pittsburgh 22. 
Pennsylvania. 
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The resulting impression Pour the impression in Di- 
will be extremely accurate’ lite. When dry, soak in 


and finely detailed. oil overnight before wax- 
ing up in the usual man- 
ner. 


ORAL HYGIENE PRIZE AWARD 


Contributors to the OraL HycrEene “best article of the month” com- 
petition have won more than $5000 in awards for their practical, down- 
to-earth articles and human interest stories. 

We want to know how the dental scene looks from your point of view. 
If you or one of your colleagues has found a more efficient way to con- 
duct a dental practice or a better way to utilize leisure, tell us the story 
in 1500 words and send it along. Here are the rules: 

1. Emphasize the dental angle in your article. 

2. Write your story in simple, direct, specific language without literary 
flourishes. 

3. Your manuscript must be limited to 1500 words, typed, double- 
spaced, and accompanied by return postage. 

Mail your story today! If you do not win a prize but your manu- 
script is acceptable for publication we will pay you the regular word 
rate. Send your manuscript to: Edward J. Ryan, D.D.S., Editor, ORAL 
HycieneE, 708 Church Street, Evanston, Illinois. 


WHEN YOU CHANGE YOUR ADDRESS 
WHEN you change your address, please always furnish your old address 
as well as the new one. If your post office has zoned your city, the 
zone number should be included. Please send address change promptly 
to OraL Hycrene, 1005 Liberty Avenue, Pittsburgh 22, Pennsylvania. 





Delayed Hemorrhage 


After Tooth Extraction 
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By E. A. FRANKS, D.D.S. 


THE DENTAL profession has for a 
long time been annoyed by de- 
layed hemorrhage after extraction 
of teeth and other oral surgical 
procedures. This type of hemor- 
rhage usually occurs from two to 
five days postoperatively: in some 
cases longer. Attempts have been 
made at preventive medication, 
both preoperative and postopera- 
tive. This has been primarily the 
administration of calcium and 
phosphate, also vitamins D and K. 

Let us consider the process of 
blood clotting in order to under- 
stand from this chemistry what 
may be the cause of delayed hem- 
orrhage. 

Prothrombin is a normal and 
necessary component of blood, 
and its formation is related to the 
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activating influence of vitamin K, 
In the chemistry of the liver a 
substance known as _ heparin is 
formed, and heparin prevents the 
activation of prothrombin by cal- 
cium ions to form thrombin 
which, acting as an enzyme on 
fibrinogen, forms a blood clot. 
When tissue injury occurs, the 
platelets of the blood disintegrate 
and release cephalin which has a 
high combining power with hepa- 
rin. By this union the brake or re- 
straining action of heparin is re- 
moved and prothrombin is free to 
combine with calcium ions to 
form a clot. 

The significance of this rather 
involved chemistry lies in the fact 
that blood having a subnormal 
prothrombin will clot slowly, hem- 
orrhage will be prolonged, and 
when and if a clot forms it will be 





















fragile and easily disintegrate or 
be dislodged. 

Are we to think that most cases 
of delayed hemorrhage are re- 
lated to insufficient prothrombin? 
The answer to most cases is—yes. 
Are we to think that these cases 
have a natural low prothrombin? 
The answer is—no. 

If this low prothrombin con- 
tent of the blood is not natural in 
these cases of delayed hemor- 
rhage, why does it occur so fre- 
quently following extractions? 
The answer is that it is induced. 

It may be induced by the pa- 
tient or the dentist. The two par- 
ties may be individually or joint- 


The method described here for preventing delayed post- 
operative hemorrhage may help you in your practice. 


ly responsible for the induction 
of low prothrombin content of the 
patient’s blood. The induction of 
low prothrombin may have been 
the result of the patient’s preov- 
erative or postoperative self-med- 
ication or the dentist’s postopera- 
tive medication. 

What is this medication causing 
low prothrombin? It is one of the 
components of virtually all anal- 
gesic compounds; namely, acetyl- 
salicylic acid. 

The United States is the nation 
of aspirin-eaters. We have attained 
and retained the blue ribbon in 
quantity consumption of this drug 
for a long time. Most of the pa- 





the clotting time. 
clot. 
synthetic vitamin K. 


min K. 


prothrombinemia. 





FACTS ABOUT DELAYED HEMORRHAGE 


1. Acetylsalicylic acid produces hypoprothrombinemia. 

2. Hypoprothrombinemia is established approximately forty- 
eight hours after ingestion and continues for approximately five 
to seven days after cessation of ingestion. 

3. Such induced hypoprothrombinemia may double or triple 


4. Blood so affected will produce a fragile, easily dislodged 
9. An established hypoprothrombinemia can be corrected by 
6. Hypoprothrombinemia can be prevented by synthetic vita- 


7. HYPERprothrombinemia from synthetic vitamin K is un- 
likely when prescribed for correction or prevention of HYPO- 
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tients who present for extraction 
of teeth that have ached for some 
time have saturated themselves 
with aspirin (acetylsalicylic acid). 
And for postoperative medication 
the dentist prescribes it alone or 
in combination with other drugs. 
Thus the patient has an induced 
hypoprothrombinemia! This _per- 
sists for from five to seven days, 
in some cases longer. Patients so 
medicated constitute a large per- 
centage of our cases of delayed 
hemorrhage. They and we have 
contributed to the cause. 

What can be done about this 
situation? An analgesic com- 
pound is a “must” in all dental 
offices. The answer is simpler than 
the extraction of a first molar. 

Hypoprothrombinemia can _ be 
prevented and corrected by the 
administration of synthetic vita- 
min K, 1 or 2 mg., with each anal- 
gesic tablet that contains acetyl- 
salicylic acid. The dosage of syn- 
thetic vitamin K should not exceed 
2 mg. per day and should not be 
continued for a period exceeding 
four weeks by patients having a 
normal prothrombin content. This 


does not apply, however, to cases , 


in which you want to bring the 
prothrombin content back to nor- 
mal. A higher dosage than 2 mg. 
per day in normal conditions 
might produce a hyperprothrom- 
binemia conducive to thrombosis. 
Here you are not considering nor- 
malcy; you have a case in which 
the prothrombin already is sub- 
normal or will be made so by your 
postoperative medication. If it al- 





February, 1948 


ready exists, you are prescribing 
to correct; if it does not exist at 
the time of surgery, you are pre. 
scribing to prevent. 

You are likely to think that you 
do not have the time nor the 
equipment to make suitable tests 
on all patients to find out if they 
are hypoprothrombinemic. You 
do not need to do this. 

If your patient tells you that 
he has eaten a couple of boxes of 
aspirin because of the pain in his 
tooth, then you know he is hypo- 
prothrombinemic. If he does not 
proffer this information, you can 
ask him what medication he has 
taken, if any. And you need not 
contribute to the deficiency nor 
tend to establish one, if it does 
not already exist, by prescribing 
acetylsalicylic acid in your post- 
operative medication. See to it 
that synthetic vitamin K goes with 
your prescribed analgesic. 

This additional therapy in no 
manner inhibits the analgesic ac- 
tion of your postoperative medica- 
tion. It does inhibit the undesir- 
able side action of acetylsalicylic 
acid; namely, the production of 
hypoprothrombinemia. 

A common mistake in prescrib- 
ing analgesic compounds lies in 
our instructions to the patient con- 
cerning the interdose time inter- 
val. Such medication should be 
taken at two-hour intervals; not 
double the dose at four-hour in- 
tervals. Nothing is gained by vary- 
ing the interdose time interval. 


Silver Lake, Indiana 























QUIZ XLI 


1. The physical rest position of the mandible prevails when the (a) 
teeth are apart, (b) teeth touch each other in centric occlusion, (c) 
mandible is thrust into protrusion. .........+-.+ee seer eee ees , 


2. True or false? With increasing age the dentine becomes denser and 
i Me? 5.6) b spy wind oo ne Cenet edness sag snes esses reaes 


3. Cavities prepared for acrylic inlays should have (a) a large bevel, 
> Ge DUNNE, CO) OAS BONNE. og oc wi Sec eievece cies ge ornes 


4. A (a) 5 per cent, (b) 25 per cent, (c) 50 per cent, solution of sul- 
furic acid is used as a “pickle” to remove particles from and clean 
oxidized surfaces after soldering or casting gold. .............4.. 


5. Which of the following aid in depressing the jaw? (a) its own 
weight, (b) platysma muscle, (c) digastric muscle, (d) mylohyoid 
I, CT RUIN GUID... 2k ons Sc ced hcckceceat esas teen 


6. Is it possible for patients undergoing treatment for syphilis with 
arsenicals to develop Vincent’s infection? .............+2eeeee. 


7. The investing tissues of the teeth include the (a) gingivae, (b) man- 
dible, (c) pericementum, (d) maxilla, (e) alveolar process. ...... 


8. After the investment for casting has been removed from the furnace, 
casting should be made within (a) one minute, (b) three minutes, 
a a a ln ‘ 


SSS he SESE ENE LE IES: Oe MOE ; 


10. The first full-fledged specialty of dentistry was (a) prosthodontics, 
(b) pedodontics, (c) orthodontics, (d) periodontics. ..... seseser 


FOR CORRECT ANSWERS SEE PAGE 252 
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By JOHN JACOB POSNER, 
if @ D.D.S. 


IT wAs A surprise to learn that in 
London there are less than a dozen 
dentists who practice oral surgery 
as a specialty. Each dentist handles 
all branches of dentistry; includ- 
ing orthodontics and extractions. 

General anesthesia is employed 
widely in England. It is customary 
to telephone for an anesthetist who 
responds to the call with an auto- 
mobile and chauffeur. The anes- 
thetist brings his complete outfit, 
administers the anesthesia, and the 
dentist does the extracting. The 





visiting anesthetist operates by ap.- 
pointment and is extremely able. 
He receives a fee of one guinea 
(about $4.20) for his services, and 
then is off to the next dental office, 


Licensure 


Before 1921 dentistry in Eng. 
land could be practiced by any 
person; the law only protecting the 
title of “Dentist.” Therefore, there 
were before that date a number of 
unregistered persons practicing 
dentistry in addition to the Licen- 
tiates in Dental Surgery who were 
registered. The Dentists Act of 
1921 admitted to the Register all 
the unregistered and all those who 
had been members of the Incorpo- 
rated Dental Society for one year 
before the passing of the Act. It 
was then provided that, in the 
future, only persons who became 
Licentiates in Dental Surgery as a 
result of the academic and hospital 
course required to obtain the Di- 
ploma could be registered. 

Many of the present members of 
the profession who practiced den- 
tistry unregistered before 1921 
have given excellent service and 
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the Incorporated Dental Society 
has provided them with lectures, 
demonstrations, and courses of a 
high order. The Incorporated Den- 
tal Society today is an important 
element in English dental health. 
In fact, many of the college gradu- 
ates have become members of this 
organization. In the beginning 
these two groups were not friendly, 
but all this has changed and they 
have now a close and mutual re- 
spect for each other. 


Socialized Dentistry 


One reason for unanimity is the 
problem of panel dentistry, or, as 
it is now termed, National Insur- 
ance Dental Benefit. There have 
always been ruffled feelings be- 
tween those who make the rules 
controlling dental practice and the 
dentists themselves. Organized in 
a group with a solid front, dentists 
are better able to get the best fees 
and regulations; and above all “to 
create dentistry as a separate pro- 
fession controlling its own affairs.” 
Only patients of limited means 
were entitled to share in the den- 
tal health benefits. 

A new dental Health Service Act 
has already been passed and goes 
into effect in July, 1948. Every- 
body comes under the Act. The 
exact terms have not been revealed. 
As before, there will be free choice 


} of dentist by the patient, and the 


dentist may reject the patient if he 
30 wishes. Patients of means may 
still visit private dentists and 





A firsthand picture of changing conditions in British dentistry. 


themselves pay any fee demanded. 


Fees 


The profession hopes to be re- 
munerated under the new health 
service program by means of a 
grant-in-aid system. There is to be 
a set scale of fees, and if it cannot 
be exceeded there are many den- 
tists who ordinarily can command 
higher fees who will not take part 
in the service. If the grant-in-aid 
system is adopted, a grant based on 
the scale will be given to the pa- 
tient who will then be able him- 
self to pay the difference between 
this grant and the higher fee the 
dentist charges. 

It is uncertain whether the gov- 
ernment will agree to this course 
as it wishes to have the credit of 
providing the whole cost of the 
treatment; in which event high fees 
would not be possible in the serv- 
ice. It is hoped that under the new 
Act those patients able to afford 
better service will be given the 
opportunity to secure such treat- 
ment and pay the additional fee. 

There is no doubt that in the 
smaller towns dental health service 
has been a valuable means of in- 
creasing dental care and dental in- 
come. Many believe, however, that 
it results in moving fees down- 
ward; particularly in the large 
cities. 

Several problems exist for den- 
tists in England. Practitioners have 
rejected the idea of dental hygien- 
ists, holding it to be detrimental 
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to the profession. They also have 
been troubled by an organized 
group of dental mechanics seeking 
the right to take impressions of 
patients’ mouths for dentures. Bev- 
an is reported to have said to a 
group of a thousand mechanics 
that he would be glad to consider 
their claims if they met a general 
demand. Naturally the entire pro- 
fession is against any such pro- 
posal. This is known as the Dental 
Repair Shop problem. 

The recent dental meeting in 
Manchester was held by candlelight 
because of fuel cuts. The Annual 
Dinner of the Incorporated Dental 
Society was held only by special 
dispensation because no meeting of 
more than one hundred persons is 
permitted where food is to be serv- 
ed. As all arrangements had _ been 
made months in advance, the 
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dinner was held as_ scheduled. 

The number of dentists on the 
Register in England, Wales, Scot. 
land, and Northern Ireland js 
15,200. Of these 10,543 have dj. 
plomas. 

The number of dentists who 
have enrolled in the three dental 
organizations is as follows: British 
Dental Association, approximately 
7,000; Incorporated Dental So. 
ciety, approximately 3,500; Public 
Dental Service Association, ap. 
proximately 2,800. But there is 
much overlapping in membership, 
and it is known that there are 
about 4,300 dentists not attached 
to these three organizations. Steps 
are being taken for the three or 
ganizations to unite. 


Hotel “Le Royal” 
212, Boulevard Raspail 


Paris, France 








DENTISTS LEAD PROFESSIONS IN ORGANIZATIONS 


OF THE professions, the dentists lead in membership in all types of or. 
ganizations except fraternal organizations. Dentists join organizations 
in general to a greater extent than do other groups; four-fifths belong 
to their own professional society, and three-fourths of them support the 
Chamber of Commerce. There is comparatively little difference in the 
activities of physicians and lawyers. Physicians belong to their profes- 
sional organization to a greater extent than lawyers, but the latter find 
more advantage from membership in lodges than any other group. 
Clergymen seem to enter social activities to a small extent compared to 
other professions.—American Journal of Sociology. 


MARYLAND DENTAL LAW AMENDED 


EVERY DENTIST holding a license to practice in the State of Maryland 
must now register annually as required by a recent amendment to the 
Maryland State Dental Law. Correspondence regarding licensure should 
be addressed to Doctor Kyrle W. Preis, Secretary, Maryland State Board 
of Dental Examiners, 700 Cathedral Street, Baltimore 1, Maryland. 
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DENTIST INVENTS INDOOR 
BASEBALL GAME 

Docror G. O. Rupe, a dentist of 
Taylorville, Illinois, is ready to 
play indoor baseball. a game which 
he invented and for which he holds 
a patent. A baseball fan since his 
boyhood days when he pitched for 
the sandlotters, this dentist con- 
ceived the idea of making a base- 
ball game board. The rules for 
playing are the same as those that 
govern baseball. All the plays that 
occur in regular baseball are used 
in this game. Disks are pitched on 
the board and the square in which 








they stop denotes the play. An um- 


pire calls each play and removes 
the disk for the next play. Each 
player pitches until he strikes out 
or gets on base. A regulation game 
calls for two teams of nine persons 
each, with nine innings of playing. 
However, any number of players 
from two to eighteen may partici- 
pate. Doctor Rupe’s game board 
is made in two sizes, a two-foot 
square table model and a six-foot 
square floor model.—Hlllinois State 


Journal (Photograph courtesy of 
Carrol C. Hall). 





PLPorhratts 
and Profiles 


OF AMERICAN DENTISTS 
By HOWARD A. HARTMAN, D.D.S. 


Left: Raymond E. Myers, Dean of the 
School of Dentistry, University of 
Louisville, Louisville, Kentucky. 


Below: James R. Blayney, Director of 
the Walter G. Zoller Memorial Clinic, 
Chicago, receives the Callahan Award 
for 1946 at a meeting of the Ohio 
State Dental Society. From left to 
right are: Fred Black, Cincinnati; 
Harry Seman, Columbus; John Wel- 
ker, Toledo; Doctor Blayney; Henry 
Germann, Cincinnati; and Thomas J, 
Hill, Cleveland. 





Below: An Ohio State Dental Society 
trio (left to right): Earl Jones, Colum- 
bus; Edward L. Ball and Wilbur Adair, 
both of Cincinnati. 


Above: J. B. Carr, of Indianapolis, 
Seventh District A.D.A. Trustee, with 
his predecessor, Carlos Schott, of Cin- 
cinnati, former Trustee of the District. 


* 


Right: Vincent Trapozzano, Professor 
of Prosthetics at the University of 
Pennsylvania School of Dentistry, 
Philadelphia, greets Harry Archer, 
Professor of Oral Surgery, University 
of Pittsburgh. 


* 


Right: Robert P. Dressel, Professor of 
_ Crown and Bridge Prosthesis at West- 
' ern Reserve University School of Den- 
| tistry, Cleveland, Ohio, discusses den- 
tal teaching procedure with Hamilton 
| 8B. G. Robinson, Editor of the Journal 
_ of Dental Research. 
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Editorial Comment 











**Give me the liberty to know, to utter, and to argue freely 
according to my conscience above all liberties.’’ John Milton 


SURVEYS MAY BE PHONY 


ONE OF THE income tax deduction properties of Mr. Marshall Field, the 
Chicago Sun, has recently reported “a representative opinion of Chi- 
cagoans on socialized medicine.” The Sun, a companion paper in pa- 
ternity to PM of New York (both having sprung from the inheritance 
received by Mr. Field from his merchant grandfather), is notably left 
of center in politics and social expression. The Sun in the manner of 


many social surveys quotes percentages without giving total figures, 
That is, the Sun makes this kind of breakdown: 


Those favoring socialized medicine .............. 42% 
I ie cd ck6s + ivcdeveessaesetabies 29% 
I op desc NR ONE Os cS OES 29% 


What do these figures mean? An eloquent nothing. Why? Because no 
hint is given concerning the size of the sample tested. Unless the number 
of persons surveyed is shown, a reader has no way of knowing whether 
the alleged survey was made among a few pals gathered around the 
poker table or whether a large sample of several thousand was included. 
A reader is entitled to know how many people were interviewed. He is 
entitled to information on how many votes were cast or how many people 
expressed an opinion. 

In this so-called survey there is another kind of breakdown which for 
want of a better name may be labeled the old trick of inciting class dis- 
tinctions, working group against group, the haves against the have 
nots. This is the way it works in the Chicago Sun: 

“In the upper brackets, Chicagoans were 31 per cent for, 55 against 
and 14 undecided. In the middle levels, they were 52 per cent for, 27 
against and 21 undecided. In the lower range, 40 per cent were for, 23 


9 99 


per cent against and 37 per cent ‘didn’t know. 
246 
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Let’s pass these percentages and try to analyze a few of the high 
order abstractions used here. What is meant by “upper brackets,” “mid- 
dle levels,” “lower range”? Again an emphatic nothing. If any report 
purports to be based on studies of economic groups, we are entitled to 
know in exact terms of yearly income what people are included in each 
group. We are also entitled to know who determined the veracity of the 
income statements. Does the interviewer arbitrarily place the person in- 
terviewed in the class of choice based on the cut of his clothes, his street 
address. or the kind of car he drives? Or does the interviewer demand 
some tangible evidence to establish an economic category? 

Many surveys are phony, including the one on socialized medicine 
published by the Chicago Sun. We have been swamped and intimidated 
by opinion polls; many of which report merely a series of questions 
asked of a nonrepresentative sample. For a poll to be valid we must 
know the total number of people asked a question or interviewed and the 
number that responded. A large percentage of people who are asked a 
question do not answer; a significant number of people who receive 
questionnaires do not return them. For a poll to be acceptable it must 
include the following: the total number of people to whom the question 
was submitted; the percentage of responses to the question; the exact 
breakdown of replies; a clear definition of terms and symbols used. Any 
survey that does not fulfill these requirements should be considered 
phony. 

As the year progresses we may expect all manner of economic and 
social proposals. Few of these plans will be based on carefully con- 
sidered foundations. Most, however, will be made to catch votes. A con- 
siderable number of the plans offered will be substantiated by the results 
of questionnaires and opinion polls—even the phony ones. The pro- 
moters of the modern technique of opinion testing prefer to label their 
method as “research.” That sounds scientific. During this year we will 
hear more and more talk about a federalized health program—from both 
political parties. We must be prepared to answer the arguments raised 
even when the proposals are based on dubious surveys. 
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Burning Sensation 


Q.—One of my patients who wears an 
acrylic full upper denture complains of 
a burning sensation in the palate. What 
would be the cause and solution of 
this case? 

Another patient has a pronounced 
case of mottled enamel on her central 
incisors. What can we do about this?— 


J. R. A., Kentucky. 

A.—A burning sensation under 
a full upper acrylic denture could 
be caused by incomplete curing of 
the acrylic, by the use of a cheap 
grade of acrylic containing a com- 
mercial type of plastic, by a rough 
or unpolished palatal surface, by 
pressure on a nerve trunk, or by 
too much relief providing a suc- 
tion on sensitive nerves. 

The following references will 
give you the two successful meth- 
ods of bleaching mottled enamel.' 
—V. CLYDE SMEDLEY. 


Gingival Caries 


Q.—Yesterday I had a patient, a 
woman of 60. I saw her eighteen months 
ago and her teeth were in good condi- 
tion. Yesterday she presented twelve 
cavities, mostly gingival, which looked 
as though they had been decalcified. 
She tells me that a year ago she had 
seventy-two hours of radium and twenty- 


1Raper, H. R.; and Mauser, J. G.: Removal of 
Brown Stain from Fluorine Mottled Teeth, Den- 
Tat Dicest 47:390 (September) 1941; Warner, 
G. R.: Method of Bleaching Mottled Dental 
Enamel, Dentat Dicest 50:510 (November) 
1944, 
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Please communicate directiy with the Department Editors, V. Clyde Smedley, 
D.D.S., and George R. Warner, M.D., D.D.S., 1206 Republic Building, Denver, 
Colorado, enclosing postage for a personal reply. 


five hours of roentgen ray treatments, 
Would exposure to these have any bear- 
ing on the prevalent caries?—H. I. B,, 
New York. 

A.—If the exposure to irradia- 
tion in the case of your patient in- 
volved the salivary glands, the 
gingival cavities could well be a 
result of such irradiation. 

I had a case in which actinomy- 
cosis of the neck was treated by 
roentgen ray. All of the mandib- 
ular teeth had cervical caries en- 
circling them following this treat- 
ment.—GEORGE R. WARNER. 


Extreme Resorption 


Q.—I am enclosing a model of a case 
about which I should like your advice. 
This patient, a man about fifty, has had 
these posteriors out for about twelve 
years. In the past he has worn a partial 
denture, but his condition became such 
that he could not wear it any longer. 
The six anteriors are in fair condition, 
although they are worn down as you 
can see. 

This mandible has shrunk to the point 
where it is only about one-fourth inch 
thick in the first molar area. 

What would be your suggestion in 
this case? Do you think the patient 
could stand another partial denture, 
should he have the anteriors extracted 
and try to wear a full denture, or should 
we just leave it alone? He is in good 
health and I am at a loss to account for 
this resorption. He wears a full upper 
denture which has always been satis- 
factory. 


Any suggestions you have as to what 
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usti-facts 


DENTA PEARL CYCLO-MOLD TEETH © JUSTI-TONE T-3 © FILM-AC 
MUCO-SEAL Fluorescent ACRYNAMEL, STAINS and ACCESSORIES 





522. Completed tests involving flask presses indicate— 
A) Springs in presses are not advantageous. 


B) Springs will not close a flask when flask is not completely closed 
at first 


C) Springs in presses do not prevent open bites. 





523. The theory was that springs allowed the flask to open and close dur- 
ing processing but— 
A) If flask is allowed to open. flash oozes out and— 
B) If flash oozes oui it maintains separation of the flask by= 
C) Hardening beyond possibility of closure. 
D) This defeats its purpose by causing an open bite 


524. All tests indicate that direct-action presses are superior— 
A) Remove flash after last test pack. 


B) Close flask completely with direct action press. 





C) This makes certain flask stays closed during complete processing 
and cooling. 


D) Process 158° 60 minutes—212° 30 minutes—cool. 


525. All tests confirming the above were made on a Hooper duplicator— 
a very accurate instrument. 


526. Research Note—watch for age-frequency system of shade selection. 
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I might do for this case will be appre- 
ciated. Thank you for your fine depart- 
ment in OraL Hyciene.—C. J. W.. 
Kansas. 


A.—This is one of the hardest 
type of cases to determine how best 
to serve the patient. If you extract 
these lower anterior teeth and per- 
form an alveolectomy to eliminate 
the undercuts, as is frequently 
done, you will have nothing but a 
knife-edged ridge or no ridge at 
all in the anterior part of this jaw. 
Or if you extract and let Nature 
take her course you will eventually 
have much the same condition. 
Much of this unhappy result can 
be avoided, however, if you will 
follow the procedure described in 
a paper that I read at the American 
Dental Association meeting in 
Boston in 1940. This paper was 
published in The Journal of the 
American Dental Association." 

This I believe is the best pro- 
cedure in such a case if and when 
you feel that the natural teeth can- 
not be conserved any longer. But 
so long as the teeth can be main- 
tained in a healthy condition, | be- 
lieve a well-fitted partial denture 
is preferable——V. CLYDE SMED- 
LEY. 


Cracked Tooth 


Q.—About three weeks ago a patient 
came into my office complaining of pain 
over a period of time. A tooth was re- 
moved and found to be cracked through 
the center mesiodistally. My associate 
says this was because of pressure on the 
tooth from some external force. My 
diagnosis is that it was because of the 
expansion of gas within the tooth itself. 
The tooth was not carious, and all teeth 
were in place. 

Please send me your opinion.—H.E. 


M., New York. 


®Smedley, V. C.: Increasing the Possible Den- 
ture Foundation Area by Surgical Means, J.A.D.A. 
28 :1616 (October) 1941. 
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A.—I have seen many teeth wit} 
mesiodistal cracks, some of which 
were rather superficial, some j, 
the center of the tooth, some clog 
to a buccal or lingual cusp with 
eventual loss of the cusp, and som 
which opened into the pulp chan. 
ber. Most of these have been jy 
mandibular molars. Usually ther 
has been a mesial, distal, or m.o.4. 
restoration which had weakened 
the tooth. But I have seen sound 
teeth crack mesiodistally just from 
the stresses of occlusion. This 
could have happened in your case 
I hardly think gas formed in 
putrescent pulp would crack 4 
tooth open because it eould find an 
easier exit through the canals and 
out at the apex of the root— 
GEORGE R. WARNER. 










Alopecia 


Q.—I have a patient, a woman, who 
has had bald spots appear on her scalp 
in two different places. These spots were 
shiny. This difficulty has been described 
to her by her hair dresser as a pw 
ripheral nerve condition. If I am no 
mistaken, I have seen it described « 
a result of focal infection. 

In this case, there was a_ pyorrheti 
condition and an abscessed central in- 
cisor. Before the rectification of thes 
conditions, the patient suffered from : 
feeling of exhaustion, so that she fel 
she could not make it from one day to 
the next. Since treatment of her pyor 
rhea and extraction of her tooth she has 
been feeling unusually well. Lately she 
has been noticing that hair has beer 
growing on the bald spots. 

Has focal infection anything to dq 
with this condition, and can you tel 
me the name of the disease?—L.GC, 
Kansas. 


A.—The loss or absence of hai 
on the head is known as alopecia 
It may be congenital, circumscrib 
ed, simplex, senile, or several othe 
forms. The type your patient ha 
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has moist heat under pressure at 
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sterile or septic materials. 
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ANY CASE COULD BE A SEPTIC CASE... 
Guard Against Infection 


With a Gaeze Autoclave 


LIGHTS and STERILIZERS 
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piece, seamless autoclave. It i: 
“Full-Automatic” ... so easy anc 
simple to use that anyone car 
learn to operate it in a matter o 
minutes! 

To bring hospital sterilizing 
safety to your office, see yout 
Castle dealer or write: Wilmo 
Castle Co.,1101 University Ave. 
Rochester 7, N. Y. 

































wa 


252 





. All. 


seems to be alopecia areata, or it 
may be alopecia neurotica, and 
possibly alopecia toxica. The neuro- 
tica is from or following a nervous 
disease or an injury to the nervous 
system. The toxica results from 
toxins of an infectious disease. 
The fact that your patient has 
shown improvement upon clearing ° 
up dental infection would indicate 


ORAL HYGIENE 


February, 1948 


that the condition resulted, in part 
at least, from the infection. 


I had one marked case in which 


a bald spot appeared on the back 
of the head. This resisted all local 
treatment but cleared up promptly 
upon the removal of an impacted 
mandibular third molar.—GEorGE 
R. WARNER. 


SO YOU KNOW SOMETHING ABOUT DENTISTRY! 


Answers to Quiz XLI 


(See page 239 for questions) 


(b) teeth touch each other in 
centric occlusion. (Shohet, 
Harmon: Mouth Rehabilita- 
tion and Bite Raising, J.A.D.A. 
33 :964 [August] 1946) 


. True. (Leicester, H. M.: Chem- 


ical Changes in the Teeth after 
Eruption, J.A.D.A. 33:1006 
[August] 1946) 


. (b) no bevel. (Tylman, S. D.: 


The Use of Acrylic Resin in 
Restorative Dentistry, J.A.- 
D.A. 33:1243 [October ] 
1946) 


. (b) 25 per cent. (Accepted 


Dental Remedies, 12th Edi- 
tion, American Dental Asso- 
ciation, 1946, page 11) 
(Rosenbaum, William; 
Sclerosing Treatment for Sub- 
luxation of the Temporoman- 
dibular Joint, Am. J. Ortho- 
dont. & Oral Surg. 32:554 
[October] 1946) 


. Yes, (Accepted Dental Reme- 


~] 


10. 


. Resorption of 


dies, 12th Edition, American 
Dental Association, 1946, 
page 72) 


. (a) gingivae, (c) pericement- 


um, (e) alveolar process. 
(Stillman, P. R., and McCall. 
J. O.: A Textbook of Clinical 
Periodontia, 2nd Edition, Mac- 
Millan, 1937, page 25) 


. (a) one minute or less. (Tyl- 


man, S. D.: Crown and Bridge 
Prosthesis, Mosby, 1940, page 
401) 

the alveolar 
process without detachment of 
pericemental fibers. (Stillman, 
P. R., and McCall, J. O.: A 
Textbook of Clinical Perio- 
dontia, 2nd Edition, MacMil- 
lan, 1937, page 186) 

(c) orthodontics. (Dewey. 
Martin, and Anderson, G. M.: 
Practical Orthodontics, 6th 
Edition, Mosby, 1942, page 
17) 




























If you supply Your Patients 
With Amazing New CHEWING GUM COUGH DROP: 


Just leave an opened pack- 
age or two of Cough-lets in 
your reception room. They’re 
guaranteed — on a double- 
your-money-back offer — to 
give longer-lasting relief than 
ordinary cough drops from 
Buzz-Saw Throat. 

Cough -lets’ chewing qualities also act as an aid to tissue stimulation an 
oral detergence. 

Test them at our expense. Use the coupon below to send for a fre 
regular size package today. 








 eieeee eartieesiei — —_ 
Gum Products, Inc. 

150 Orleans Street 

East Boston 28, Mass. 


} Gentlemen: 


Please send me a free sample package of Cough-lets Chewing Gum Cough 
Drops for my reception room. 


DENTIST’S NAME 








STREET ADDRESS ————--  § i 
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“What.shall I say about the two 
peroxide blondes who made such a fuss 
at the game last night?” 


Editor: “Why, just say that the 
bleachers went wild.” 
7 


Joe wrote Moe and asked for a loan 
of 100 bucks or else he would be in the 
poorhouse Friday. Moe wrote back and 
told Joe to wait until Saturday, and he’d 
go with him. 

* 

First Diner: “That waiter is either 
a fool or a humorist.” 

Second Diner: “What’s the matter?” 

First Diner: “I ordered extract of 
beef and he brought me a glass of 
milk.” 

w 

“Why are you divorcing your hus- 
eband?” 

“Well, it’s on account of his absent- 
mindedness. The other night he was 
reading the paper and I slipped up and 
kissed him on the bald spot .. .” 

“Yes?” 

“And he said, ‘Quit playing, honey 
and get out those letters .I dictated 
yesterday.’ ” 

* 

Burglar: “Please let me go, lady. 
I’ve never done anything wrong.” 

Old Maid: “Well, it’s not too late to 
learn.” 


Statistics prove that over one million 
women in the United States are over- 
weight. These, of course, are round 
figures. 

* 


An insurance man met a friend and 
said, “Your wife needs an insurance 
policy to protect her fur coat and 
clothes.” 

“No,” said the friend, “she has a 
new idea. I found out about it last night 
when I got home. She has a man in 


the closet watching them.” 


Jane: “How old are you?” 
Mabel: “I just turned 23.” 
Jane: “I get it. Thirty-two.” 
Customer: “Say, mister, take this 
coffee away. It’s like mud.” 

Waitress: “Well, it was ground just 
this morning.” 

* 

A bathing suit—like a barbed wire 
fence—is designed to protect the prop- 
erty without obstructing the view. 

* 

Math Professor: 
blackboard while I run 
again.” 


“Now watch the 
through it 


“Did the honor system work well in 
your Math class?” 

“Yes, until some sneak went and 
squealed on us.” 








PORCELAIN JACKET CROWNS 


PRISMA high fusing porcelain used since 1936. Recommended by the 
Profession. References furnished upon request. Prompt Service. 


BRAND BROS. DENTAL LABORATORY 


3402 W. Lawrence Avenue 
Chicago 25, Illinois 
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“MY PET PATIENT, writes Dr. R. O. R., “is a big club 


woman and a civic do-gooder. Her latest triumph was beige 


and purple awnings for the County Court House. 


“Between tirades on politics, plumbing and polygamy, | 
usually manage to fill one cavity. And once, while she caught 
her breath, I informed her that only one dentifrice contains 
sodium ricinoleate to peptize adherent mucin and make it more 
readily removable with a brush. She said, 

" 'l know, Detoxol—it inspired 


my ‘Great White Way’ campaign 
for Main Street.’ ” 








THE WM. S. MERRELL COMPANY, CINCINNATI, U.S.A. 











eri-chrome 


ENATURAL TOOTH COLORS 


’ The esthetic perfection of Veri-chrome 
Natural Tooth Colors and the “living” 
characteristics of dentures made with 
Five-Phase Anteriors, win the full, deep 
| gratitude of both Doctor and Patient. 
3 Five-Phase Anteriors are lifelike . . . 
entirely lifelike! Their beautiful, alive 
appearance in the mouth. . . under all 
light conditions . . . is a still-unmatched 
} prosthetic advancement that avoids the 
3 _ comparatively inanimate appearance of 
B the stereotyped case. 
__ Try Five-Phase Anteriors on your next 
case’ and verify why so many dentists 
are enthusiastic users of this superla- 
| five tooth. 
“ de a Ask us or your Universal Dealer about id ial we web ads 
4 sour attractive Mould Guide offer. x * VERLCHROME Cole oun: 


PERSONALIZED DENTURES 


Thousands of Doctors find our Fa 
ily Trait Recorder extremely helpf 
to pattern personalized dentures. 
“Recorder” and full details will b 
sent you immediately upon reques 


R Oo R $ 
48th at BROWN ST., > PHILA. 39, PA. 










Md Feel FOOT- 
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Dentists Need 
AIR CUSHIONED 
Comfort 


Why put up with foot-fatigue? 
Here’s the “shoe answer’’ for busy 
dentists who like to appear well 
groomed and feel fresh despite 
many hours afoot. These distinc- 
tive looking CONCORD Shoes 

ive you both smart styling and 
ties foot-comfort. They're 
expertly crafted of the very finest 
calfskin with sturdy leather soles 
and rubber heels. Famous resilient 
air cushion and flexible Arch Lift 
— patented nail-less construction 
—flexible, sweat resistant insoles— 
and many other exclusive features 
have made these comfort shoes 
the all-time choice of millions of 
active men who buy pair after 
pair. You'll do the same, once 
you wear these smart, extra —_— 
CONCORDS with their dzilt-in 
comfort. 


ORDER BY MAIL—immediate Delivery 


Quality insured by 45 years of fine shoemaking. 
Order TODAY — Model D20in black or Model 
D21 in tan. State exact shoe size and width 
Available now in sizes6to12,AAtoE, 812.95 
—sizes 13 and 14, Ato E, 81 4.25. Add 25c 
for mailing. Satisfaction or your money back. 


CONCORD SHOES, Inc. 


Milwaukee 1, Wisconsin 







































GASES FOR 
ANALGESIA-ANESTHESIA 


The “Ohio” label on dental gases is 
your assurance of uniform purity and 
dependable service. 


“OHIO” 
ETHYL CHLORIDE 


U.S.P. 
—accepted by the American Dental 
Association Council on Dental Thera. 
peutics. Available in 100-gram hand- 
fitting bottle and 100-gram metal tube, 


“Ohio” gases and dental 
equipment are available 
through recognized “Ohio” 
dental dealers. If your dealer 
cannot supply you, write us, 


THE OHIO CHEMICAL & MFG. CO, 
1400 East Washington Avenue 
Madison 3, Wisconsin 
BRANCH OFFICES IN PRINCIPAL CITIES 











Part of Contents 


The Sexual Impulse 

The Organs of Sex 

Pre-marital Physical 
Examination 

Advice to Honeymoon- 
ers 

The First Sex Act 

Frequency of Inter- 
course 

Positions in Sex In- 
tercourse (with rec- 
ommendations) 

— of the Sex 





Ac 
Impotence and Frig- 


By 
OLIVER M. BUTTER- idity 
FIELD, Ph.D. Sexual Maladjust- 
**Sound, simple, practi- ments 
cal, definite and detailed Premature Orgasm 
information about sexual Sexual Handicaps 


relations in marriage. Sex Fore-play and 
“Excellent, factual, clear, After-play 
concise and accurate.”’ Sex Stimulation 





The author, whose article Masturbation 
on Marriage in Reader’s 
Digest drew an overwhelm- SEX CHARTS 
ing response from men and 
women in every walk of | Male and female 
life, here presents sound, § 5€X anatomy ex- 
simple, practical, definite, | Plained with com- 
and detailed information § plete set of excel- 
about sexual relations in § /ent illustrations. 
marriage. 











: ice $2, incl. post 
“Best Manual to = a 
give.” —Ohio State Guarantee. 
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k: 
St 




















THAT'S what a Pennsylvania denture specialist 
wrote us in summing up his own and his patient’s reactions 
to the first set of Replicast dentures he inserted. 


It may be that not more than a few of your denture 
patients will feel that they can afford the luxury of a Dresch- 
built Replicast denture. But those who do will enjoy a 
measure of physical and mental comfort that far outweighs 
the extra cost involved. 


| You owe it to your patients, and to yourself, to 
know all about this epochal advancement in denture cone 
struction. Send for the booklet; there’s no obligation. 








Dresch Laboratories Company 
Pt Jackson Street +» Toledo 1, Ohio 





» send me your booklet “THE METAL BASE DENTURE” 





wet Address 











and State 


























a cotetetatahatats 
PH sene.8. ee yee 
ssstesapseresstonteetneteettotetetett 




















| 

: 

ervpeeceerteeerncaaneen > 
®eeeeertrr-wIve rv? BY 

»eeseee : a ee A! 

8 

i 

















evc'ece'e «')'-? Neale. ae fete tated ‘weet ee 












serietantaonntersneenteenetite 
¥ one sane se. ne.e8 6s e Ay *. ee Ma 
RRR RRR ea , 


nwo 00000060 '- 





















a) 4 abt 
pe eer-- line 


P , ( 
ste’ot es ; a Hs J) 
sere * fe Lifoere © 


Batate® . 

















Use of Novocain-Pontocaine-Cobefrin will make 
preparation of gingival cavities a distinctively different 
experience for your patient and you. 

These little cavities are usually found in very sensitive tooth 
structure. Their preparation is usually painful for the patient and 
exacting for you. Filling them with gold foil, which many operator 
recommend for its greater permanency, prolongs the discomfort, 
‘*N.P.C.'s’’ deep, dense, long-lasting anesthesia gives you 
a calm, relaxed, comfortable patient. It also lets 

you operate unhurriedly, yet rapidly and skilfully, 
unharried by an apprehensive, jittery patient. 

in operative work where pain or discomfort is 

probable, let your first step be — 


Anesthetize with NPC. ‘ 












Cobefrin, Novocain, Pontocaine, Reg. Trademarks Winthrop-Stearns Ine. 
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TRICHLOROACETIC ACID SOLUTIONS e  EUCALYPTO| | 






AROMATIC SOLUTION OF PHENOL (BLACK’S 1-2-3) - 


AMMONIATED SILVER NITRATE » PHENOL SOLUTION 90° 







CHLOROFORM AND ROSIN a tot CHLOROFORN 









EUGENOL e CRESOL 










BEECHWOOD CREOSOTE 


TRICRESOL AND FORMALIN 








TANNIC ACID 25% SOLUTION ZINC OXIDE 












SILVER NITRATE APPLICATORS e¢ TINCTURE OF IODIN | 








THE NEWER CONCEPT... 


of DENTAL CARIES ETIOLOGY 
Recent histopathological research':> in the etiology of 
dental caries supports the concept advanced by Dr. Bern- 
hard Gottlieb? . . . that the pathogenesis is primarily a 
proteolysis of the organic substance of the tooth. . . the 
result of penetration by microorganisms through the organic 
tracts of the enamel, principally the lamellae. 




















of CARIES PROPHYLAXIS AND DESENSITIZATION 
~ As a logical prophylactic measure, Dr. Gottlieb? has 
recommended impregnation with solutions designed to 
effectively block and seal the organic roads of bacterial in- 
vasion through a principle of protein coagulation and pre- 
cipitation of an organic insoluble salt. A concomitant feature 
of impregnation is that of desensitization. 


and CLINICAL CONFIRMATION 


Dr. Harold Younger‘, employing the Gottlieb Principle 
of Impregnation, reported the following:—One year after 
impregnation, children showed only .44 new cavities per 
child, while the control group showed 4.2 cavities per child. 
Three years later, the treated mouths showed only .33 cav- _ 
ities per mouth, while the control group exhibited 3.5 
cavities per mouth. 


IMPREGNOL 1,2, 3 


ae the convenient, ready to use unit co 
- ing solutions based upon the researc 
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e For any novice, the development of 
new muscular controls often calls for a 
“helping hand”. This is particularly true for 
the edentulous patient, trying to master 
new dentures. e For him, the extra adhe- 
siveness provided by a light sprinkling of 
Wernet’ss Powder helps give the confi- 
dence so essential for successful adaptation. 
WERNET’S POW DER 


TO SPEED THE MASTERY OF THE NEW DENTURE 


an 
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Match up the people and the horn 


(It may mean money to you!) 


‘Tue First TWO, of course, are very 
easy. 

The sea captain (1) goes with Cape 
Horn (2); and the musician (2), with 
the French horn (3). 

That leaves the Average American 
(3) matched up with the Horn of 
Plenty (1). 

As such an American, you'd like 
that to be true, wouldn’t you? 

It can be—and will be—for millions 
of Americans who, today, are putting 
money regularly into U. S. Savings 
Bonds. 

In ten years, as the Bonds mature, 


Automatic saving is sure saving... 
U.S. Savings Bonds 








these millions will find that they ha 
truly created a Horn of Plenty 
themselves! For they’ll get back $4, 
for every $3.00 they’re putting 
today! 












There are now two easy, automa 
ways to buy U.S. Savings Bonds 
ularly. The Payroll Savings Plan 
men and women on payrolls; 
Bond-A-Month Plan for those not 
payrolls but who have a bank 
ing account. 


Let U. S. Savings Bonds fill up y 
personal Horn of Plenty .. . for 
years to come! 








Contributed by this magazine in co-operation 
with the Magazine Publishers of America as a public service. 
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A BOILO mirror, like a great classic 


temple, is a masterpiece of construction. 





The symbol of quality and workmanship 





. . made with ground and polished optical 






lenses, free from distortion and imperfections. 





Chromium plated. Sizes: 1 to 6; 1%, 2 inches. 






Simple stem or cone socket, plain or magnified, 


BOILO MIRRORS are used by about 90% of 


















the dental and surgical profession. 







Insist on BOILO ... for... - 
the finest in Dental 







and Surgical Mirrors. 





Your degler has them!! 


; 










A product of 





\Anzett Spetintresc) uracturine Go.In 
39-45 FRONT STREET °* Established 1907 OOKLYN 1.N. 
Largest Manufacturers of Dental and Surgical Mirrors in the W orld Bt 


















ALITE 's ° 
efficie nt 


ase 
COPALITE 


for the 
PROTECTION and 
INSULATION 
of Fillings, Inlays, 
Crowns and other 
Restorations. 








Thru your Dealer 


HARRY J. BOSWORTH COMPANY 


1315 SOUTH MICHIGAN AVENUE . CHICAGO 5, ILLINOIS 














You too can make fine 
custom made rings. 
We supply you with the finished 
wax ready for casting. 

Your hobby will pay you divi- 
dends in pleasure. It can also 
be developed into a lucrative 
sideline. 


FILL IN AND MAIL 
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ADOPTA-HOBBY INC., 562 Fifth Ave. 

New York, N. Y. 

Gentlemen: Kindly send me at no charge il- 

peevaens of ring designs I may select from. 
i Siem eeeeS bb 66co0e66sts 06 0edetoses 
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cor sre ROLLS 


These improved cotton 

rolls are a delight to the 
efficient dentist and are 
not harsh to the patient’s 
mouth. They are actual- 
ly spun from 100° pure 
surgical absorbent cotton 
to make them softer, more 
pliant and noncollapsible. They 
adapt easily into any position, 
are stretchable and small tufts 
are quickly detachable. 


DENTAL ABSORBENTS CO. 
Palms Station 
Los Angeles 34 
California 
42 22 SB eee eee eo 
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Gentlemen: 3 
Please send me a free, generous sample 8 
of DENTAL ABSORBENTS. . 
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Leadership of Kerr Cristobalite 
over all other investment materi- 
als is based chiefly on two highly 
practical points of superiority. 


The Cristobalite mix is easy to Castings from Cristobalite fit 


less of casting size. ance. 


Cristobalite because it helps them in these realistic efforts. 


REG. v.S PAT OFF. 
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handle. A creamy consistency readily into place, covering © 
provides enough expansion to com- margins completely and precisely, | 
pensate for all variables, regard- and thus ensuring lasting perform- | 


‘Most Dentists are realists. They like to save time. They strive unceas- : 


ingly to satisfy patients. In great majority they standardize on Kerr | 






KERR MANUFACTURING CO. Established 189: Detroit 8, Michigan , 








ARE YOU 


HAVING DIFFICULTY 
SETTING TEETH? 


HERE IS THE NEW “GUIDE” 
ARTICULATOR OF SIMPLIFIED DE- 
SIGN CAPABLE OF PRODUCING 
THE FINEST ADJUSTMENTS QUICK- 
LY AND ACCURATELY. SIMPLE AND 
EASY TO USE GUIDE PLATES. ALL 
PARTS ARE NICKEL-PLATED AND 
ARE INTERCHANGEABLE. | 


PRICE: $27.50 PREPAID IN U. S. A. 


REED MACHINE AND TOOL ENGINEERS 
PAWTUCKET, RHODE ISLAND, U. S. A. 


























THIS 
Significant? 


| MASEL READY - MADE CROWNS 


_are available from 215 dental depots... 


It’s a fact... Masel Ready-Made Crowns are available from your 
favorite dealer. Practitioners everywhere, since 1912, have found 
that these crowns save them time, labor, and money. They fill all 
laboratory requirements and are easy to adapt to any tooth or 
root. They are truly economical too (see price list). 























Masel Ready-Made Crowns are available 
PRICE LIST in 22K gold, 22K gold coin color, and also 
“4 reoeesoed er in platinum. Prices quoted are for 22K gold. 
> TTT rT eT a Order through your dealer. 
4 Pentre “on ISAAC MASEL COMPANY 
aees” ae : 1108 Spruce St., Philadelphia 7, Pa. 
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Prescribe STIM-U-DENTS as an aid to 


(LEAN, BRIGHT TOOTH SPACE AREAS 
FIRM, HAND, HEALTHY GUM TISSUE 
BREATH FREE FROM THE OFFENSIVE ODOR 


OF FERMENTING TRAPPED FOOD 


STIM-U-DENTS are also employed with ex- 
cellent results as an aid in the treatment of 
PYORRHEA and GINGIVITIS. The gum tissue 
seems to “‘Glow with health” from their daily 
use. 

ASK FOR SAMPLES . . . the results are most convincing . . . or 


better still, mail coupon and obtain our Professional Courtesy 
Package containing 100 special packets for only $1.00 postpaid. 


pharatas: | te U 0 “ 
. = . » : . 
Thinking of You. 


Stim - U - Dents also 

make excellent 

wedges in inlays and 
other procedures. 


PROFESSIONAL COURTESY PACKAGE (This offer confined to members of the profession only.) 





54 Alfred St., Detroit 1, Mich. PLEASE PRINT 


Enclosed find $1.00. Send me Pro- STREET AND NO. 





fessional Courtesy Package, containing 
100 Special Packets (like cut) designed CITY 





exclusively for dentists. 


0 500 SPECIAL PACKETS (LIKE CuT) 
$4.00 POSTPAD. omeours 





0 25¢ RETAIL ota $2.25 PER 
DOZEN POSTPAID ADDRESS 
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In the eternal city , .. and in Naples, in Milan, in Ve 


many dentists and physicians rely on Monécaine to& 
relief from pain during operative intervention. e 
form efficacy of Monécaine is available fo all the De 

of that beautiful and tradition-rich peninsula . a | 
There, as in all the civilized world, Monécaine is de im 
part to bring blessed relief to suffering humanity. - : 
To assure effective, dependable local anesthesia in en 
day use on all types of patients—the Romans do as An : 
cans do—Guard Against Pain with Monécaine. _ - 


AWESTUBE? 
tr, 
Mase 




















Since its introduction in 1937, Mondcaine has been used 
in more than 160,000,000 injections in all types of opera- 
tive procedure, from infiltration and nerve blocking injec- 
tions for simple extractions to spinal anesthesia for major 
surgery. More than 99% of all Novol users have chosen 


Monécaine in preference to procaine solutions. They have 


compared results on their own patients and made their 
choice accordingly. 


If you are not a regular user of Monécaine, we sug- 
gest that you try it in your own practice and com- 
pare. Detailed literature on request. 


Mondcaine is the registered trade mark 
of the Novocol Chemical Mfg. Co., Inc. 


CO d'4 @] OO) Ba iO 2, BO. 8 Ban 8 ol Cpu © Oo Ba Oe 
2911-23 Arlantic Ave. Brooklyn 7, N. Y. 












































2 
UNIT 


We are now in the position to 
ship our #2 Units promptly. The 
#2 Unit has been manufactured 
and sold for a number of years. 
Hundreds are in use in the United 
States and a number of Foreign 
Countries. 





This Unit is a very practical 
piece of equipment—One that 
you will use every day in your 
office. Write us for complete de- 
tails. 















Central Dental Mfg. Co., Inc. 


Box 686, 640 So. Third Street 
LOUISVILLE 2, KENTUCKY 
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THE ROSE AMALGAMATOR 


utilizes centrifugal force to mix and 
knead the mercury and alloy. The action 
is positive but not violent and is less like- 
ly to overheat the mix. The mixes are uni- 
form because the personal element is 
eliminated, you don’t have to read dials 
to set the mixing time, simply turn the 
control knob until it touches the timing 
button. Each amalgamator is adjusted for 
a properly timed mix before shipment. 
Available in attractive black plastic or 
polished aluminum designs and for all 
types of current. Price complete and 


ready to use, $55.00. 


Order through your dealer. 


We shall be glad to send you literature, 


DAVID ROSE COMPANY 
1204 E. 82nd St., Chicago 19, Illinois 











An 
ammoniated 
silver nitrate 
solution that 

will not 
discolor. 


Harmless 
to soft or 
hard tissue. 
The technic 
Sention en ~ AT! is simple 
Aw GPECIALTICO®S co. and 
time-saving. 
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Write for information and technic on these and 
other ‘‘D’’ formulas. 


PERIODONTAL SPECIALTIES CO. 








207 Lexington Ave. San Antonio 2, Texas 







































Accurate 





t's the VAPOSTAT 


Now you can control water temperature accurately just by 3 
setting the pointer of this amazing new instrument. Without 
further attention it will maintain temperatures of 160°, 170°, 
190° or 212°. 
Operating on the same principle as vulcanizer gas regu- 
lators, the VAPOSTAT reduces gas supply as water temper- 
ature increases. Precision-built of chrome-plated brass, it will 
give long, dependable service. 
We suggest following the advice of the denture material 
manufacturer as to the proper curing temperature. 
Price, Vapostat only — tank and burner not sup- 
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| MEARLY A CENTURY OF SERVICE E DENTAL PROF 






EVERY i 
DRUGGIST |g , 


Fi 
fo ee 


now has 
Craig- 


Martin | ti 
TOOTH PASTE st lau 5 © CONVENIEN 


7 4 > © SAFE 
—or can get ee a le < » @e ATTRACTIV: 
it through 
i oa Waite's Syringe Jar houses 4 syringes w 
his jobber needles affixed. Also has perforated test tv 
Tela S alae Mallet Mslale Melelelslicla Mm Vels\-Teltel 


Bears the Seal of 
Acceptance of the 
Council on Dental Order One Today 


Therapeutics of 
the American al 
Dental Associa- ego 


is asset to any office 


You can suggest 
this economical, ef- 
ficient tooth paste 
to your patients, 
knowing that it is 
now available or 
can be readily sup- 
plied by any drug- 
gist you name, 


—— ¥ rR : Xt ro Jackson’s Orthodontia & Orth = 
33¢ Giant | MHK OF paedia of the Face with Removabll ~ 
Size - MAGNESIA Appliances—may be reprinted if 
LARGE atone reg sufficient number are interested. 9 
10¢ TUBE |) a you are, please register your nang, 
ge a with Chester T. Sweet, 152 W. 44 p 
shown SSSESSEESES NTS SS SESE St., New York 18, N. Y. vin 


actual 7 siialeaaaiiie * 
size i ote 7 




















Comfort Mfg. Co. without obligation 


500 S. Troop St., Chicago 7, Til. OH-2 In order to introduce you to the 
Send samples of Craig-Martin Tooth Paste and efficiency, smoothness, we 
Tooth Brushing Charts to: and comfort of this soft, flexible} . 
(Professional card enclosed) rubber polisher, we will send 
you one absolutely free—without 
obligation. Use the coupon below. 
Oe oe Oe Oe ee ee 
Young Dental Mfg. Co., St. Louis 8, Mo. 
Gentlemen: 
Without any obligation send us one d 
your B S POLISHERS — ABSOLUTEL! 


Drug Store Name FREE. 
Address 
(Please print plainly) ADDRESS 
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tylic denture patients 

:volunteered the information that, 

i Dentyne Gum, they experience a delightful 

wing pleasure. Principal reason for the satisfaction 

= | voice, is that Dentyne does not adhere to acrylic restorations. 
is purportedly unique advantage of Dentyne is particularly good news 

the many new denture wearers—who can so materially profit from 
ctice” chewing. With Dentyne Gum, this freedom from stickiness 

aus its pleasant flavor—help assure adequate masticatory 


exible 
m aif ung during the difficult “breaking in’ ’ period. 


CHEWING GUM 
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NON-TISSUE DISPLACIN: 
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'o. use in all » . 














No matter which procedure you may prefer, you will find the many features and innovg 
tions in the advanced design of these ten trays extremely valuable in your practic 
These trays will give you more satisfactory service, and will reduce chair time and leq 





to greater patient satisfaction. 


6 IMPORTANT ADVANTAGES 






1 Periphery shaped to allow 
for muscle freedom. 





2 Special slop- 
ing extension on 
the post dam be- 
tween the ham- 
mular notches captures the throat form. 


4 Special extension for tongue guid: 
ance assures proper muscle trimming of 
lingual areas. 









3 Buccal aspects of the trays 
are short, eliminating the possi- 
bility of over-extension. 


ibindiihnnaibhis shimandbtitinasncinssily nase tind ~teiniae = abs 


6 Complete lip freedom due to the 
form of the handle. 


5 Complete coverage of the retro 
molar pad areas. 


Ten Trays: Six lower trays come in pairs, one shallow (for flat mouths), one deeper (for 
normal mouths), in sizes Large, Medium, and Small. The four upper trays provide a complete 
range for your requirements. 


XN ENTIRE SET OF 10—PLAIN OR PERFORATED $10.00. 
Order Through Your Dealer 
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‘You buy PROVEN PERFORMANCE 


when you buy a 


KONeSOM ENGINE! 


ERE are two typical examples of Foredom 
Engine values. Foredom has been serving 
dentistry for a quarter century and makes the 
most complete line of auxiliary engines on the 
market. Many thousands of satisfied users at- 
test their superior quality. Prices remain the 
same as under O.P.A. 


MODEL 207 CABLE ENGINE 


EATURES 1/12 H.P. universal motor—forced-draft air- 

cooling feature—dynamically balanced armature—quick- 
detachable, improved No. 7 handpiece—foot rheostat. Price 
$42.40. Same with No. 5 laboratory handpiece, Model 205, 
$36.65. Other cable engine models as low as $19.95. 


MODEL 7 
ALLCORD 
ENGINE 


A QUALITY _ engine, 

sturdily constructed to 
give many years of satis- 
factory service. Features 
1/12 H.P. universal motor 
—forced-draft air-cooling 
feature — dynamically _bal- 
anced armature — reversing 
switch — easy portability — 
weighted base to prevent upsets 
— superior precision-built 3-sec- 
tion arm. Price $59.00. Hand- 
piece extra. Also available as No. 
88 floor model at $70.50 and No. 
98 wall model at $69.00. 
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Ask your dental depot regarding Foredoms or 
write us direct if he cannot supply you. 
Catalog No. D-14 on request. 


FOREDOM ELECTRIC CO. 
27 Pork Place, New York 7, fl. Y. 












as an aid rn the prevention of... 
dental caries 















Fluorine therapy in easily controllable form 
is offered by ‘‘Enziflur’’ Lozenges, 
each of which provides 2.0 mg. calcium fluoride,* 
30.0 mg. Vitamin C (ascorbic acid) and 
400 U.S. P. Units Vitamin D (irradiated ergosterol). 
“ENZIFLUR” This palatable lozenge should be allowed to dissolve 
| slowly in the mouth to bring the fluoride-bearing saliva 
in direct contact with the surfaces of the teeth. 
Descriptive literature outlining indications, 
dosages and contraindications 
available to dentists upon request. 















“approximately 1 mg. fluorine 


“Enzifiur’’ Lozenges (No. 805) 
are supplied in bottles of 
30, 100 and 1000. | 


AYERST, McKENNA & HARRISON LIMITED 


22 East 40th Street 
New York 16, New York 
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“enziflur’ 


Lo Zena ee SG 




















EXPERIENCE TELLS! 


NO OFF-COLOR DENTURES FROM 
CERTIFIED ACRYLIC 


The mastery of color cannot be acquired in a few short years. In 82 
years Lee Smith has learned a lot about dental colors and has 


applied its color know-how to dental products with remarkable 





success. It is quite apparent, therefore, whenever you process 
dentures from Certified Acrylic, that they will be strikingly natural 
and life-like. Experience tells. 





THE SHADE 





MUST BE RIGHT 











Particle segregation helps to establish the color regularity of 
Certified Acrylic. The particle size of each batch is the same. As a 
consequence of this granular uniformity there is an even distribution 
of color from batch to batch. Experience tells. 


Lee Smith color know-how is yours. Place an order for Certified 
Acrylic with your dealer today. Available in | lb. packages in 
Natural, Dark Natural, and Clear. 





e LEE S. SMITH & SON MFG. CO. ¢ PITTSBURGH 8, PENNA. ¢@ 





























All over the country 


Dentists 
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(rescent DENTAL MFG. CO. 





A] © MADE OF BEST GUTTA PERCHA 
4 @1S NOT MEDICATED 

@ WILL NOT IRRITATE TisSuE 
@ LEAVES NO TASTE IN MOUTH 


1839 S. Pulaski RJ.. Chicago 23. |! 































*Name on request 
BRO A eee EHH Rw Ao 
Department K 
Halford Laboratories 


1146 Roosevelt Ave. 
Fresno, Calif. 


Please send proféssional sample COAGO 
Pad without charge or obligation. 
Name 
Address 




















Shag) areas of every tooth...” 














TOOTHBRUSH 
“reaches the interproximal 








Dropped shaft and correctly 
Oriented bristles permits ef- 



















fective cleansing and stimulo- c 

tion of those “hard-to-get-at” yc 

parts of the mouth ees where yo 

disease begins. Send for your. . 

Professional Courtesy Brush | /as 

at 25 cents each (Retails for § UN 
69c). Order yours todayl 
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DENTAL GATALOGS 
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Git YouwWr Copy nou! This WEBER DENTAL MEG. CO. 
new, informative Weber Catalog pre- Crystal Park, Canton 5, Ohio 
sents new ideas on how to make Please send me the new Weber Catalog 
your offices a worthy reflection of 
your professional skill and standing 
... plus complete information on the 
last word in dental chairs, X-Rays, 
units, cuspidors, engines and stools. 


Whether you are just thinking 
about new offices and additional 
equipment — or are actually in the 
planning stage, you'll 
want the new Weber 
Catalog as a helpful 
teference. It’s free. Use }: ; a 8 } R 
the coupon. The Weber 4 y r 
Dental Mfg. Co., Crystal 
Park, Canton 5, Ohio. 





50 YEARS|A PARTNER IN DENTAL PROGRESS 
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The ‘Users’ Chest’’ contains 
twenty-two ounces of Aristaloy 
available to you at the twenty-ounce 

tate. An Individual Bottles. 


















Assures 
KEEN - SHARP 


Instruments 
FOR EVERY NEED 


Isn’t the assurance of keen-sharp instru- 
ments of prime importance in your prac- 
tice? We know it is, and because of this 










after the TOOTH is 
ae 









SOOTHES 


iba ee)| CLEANSES 
REFRESHES 
STIMULATES REPAIR 


RIDDING SOCKET AND MOUTH of excess 
mucus, blood, other debris MU-COL com. 
forts inflamed tissues, minimizes infection, 
helps speed normal granulation and re- 
pair. Safe, absolutely non-irritant as chair 
and home mouthwash. Clean, white, in- 


stantly soluble powder. 


vriseseiee The MU-COL Co. 
Dept. OH-B, Buffalo 3, X.Y, 












need the Harvey Instrument Sharpener 
was designed. | 

The Harvey Instrument Sharpener of- 
fers you many advantages: (1) easily and 
fully adjusted to any angle so any desired | 
keenness of instrument can be obtained; | 
(2) slow motor speed assures no detri- | 
mental effect to the temper of the instru- | 
ments; (3) the vitrefied wheel gives a | 
perfectly smooth finish which is so essen- | 
tial; (4) small and compact, approxi- | 
mate measurements being 5” long, 4” | 
wide, and 6” high; (5) Oilite self-lubri- | 
cating bearings. 

The Harvey Instrument Sharpener will 
prove to be one of the most convenient 
items in your operatory or laboratory. Try 
it only once ... you'll never be without it. 
Send today for complete information, or 
order from your dealer. 


HARVEY 


Dental Specialty Co. 
8714 S. San Pedro St. 
Los Angeles 3, Calif. 
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1839S. Pulaski Rd.. Chicago 23. !!! 


















Oh the Dual Value 





QQ 


Socially candy has long been accepted as 
a pleasant part of our daily lives. From 
early childhood on, candy is considered 
an appropriate accompaniment of the 
festive spirit of birthdays, holidays, an- 
niversaries, and other joyous occasions. 


In recent years, with the advancing knowledge of nutrition, 
the values of candy as a worth-while part of the daily diet have 
also become recognized. Most of the kinds of candy manufactured 
today are made of a number of valuable foods which contribute 
to the extent they are used to the satisfaction of many nutri- 
tional needs.* : 


Whether enjoyed as a delectable tidbit during a friendly gather- 
ing—or served at the end of a family meal—or eaten as a quick 
energy food following strenuous activity, candy has a unique 
and valid place in the human dietary. 





*The candies in the manufacture of which milk, butter, eggs, fruits, nuts or peanuts are used, 
to this extent also (a) provide biologically adequate proteins and fats rich in the unsaturated fatty acids; 
(b) present appreciable amounts of the important minerals calcium, phosphorus, and iron; (c) con- 
tribute the niacin, and the small amounts of thiamine and riboflavin, contained in these ingredients, 


> NATIONAL 
COUNCIL ON CANDY or tue ONFECTIONERS’ 







1 NORTH LASALLE STREET © CHICAGO 2, ILLINOIS 


FOOD SUPPLIES just now—and in the imme- 
diate future—are sufficient to assure opti- 
mum diets for only a fraction of the world’s 
billions. 


Nutritional science can help in this pe- 
riod by determining, as accurately as pos- 
sible, the minimum requirements of food 
elements... by answering the question: 
How can limited food production be made 
to benefit the greatest number? 


Carbohydrates have always been the 
most abundant of foods. They are the only 
class of foodstuffs available in sufficient 
quantity to provide needed calories at 
prices people can afford. They must, there- 
fore, comprise the major part of the diet. 


SUGAR RESEARCH 


A NON-PROFIT INSTITUTION 








There are qiso compelling physiologic 
reasons for their place in the diet. Ample 
carbohydrate spares proteins, preventing 
waste of the essential amino acids. And 
its role in the utilization of fats is well rec- 
ognized. A fuller understanding of the 
functions of carbohydrate in human me- 
tabolism is therefore an imperative con- 
cern of research. 


To determine objectively the dietary 
role of sugar—one of the great carbohy- 
drates—Sugar Research Foundation has, 
since 1943, been supporting research by 
qualified independent investigators. A 
summary of these projects—their purposes 
and findings—will be sent on request to 
any interested individual or institution. 


FOUNDATION 


52 Wall Street, New York 5, N. Y. 











N.Y. 


















More Comfort 
for you 


Better Service 
for your patients, 


when you work 





Seated on a 


Patent 
App. For 


Get this new aid. It will make your day 
pleasanter by ending leg fatigue, back and 
arch pains. You'll be fresher all day, have 
more energy for your afternoon patients. 


Your hands are free for work. The foot 
switch is always in position. It follows 
your Rota-Seat as it moves effortlessly on 
ball bearing rubber wheels. You sit on a 
cushion of sea foam rubber adjustable to 
your height and preferred working dis- 
tance. 


Rota-Seat requires no additional space 
and is easy to install with your present 
chair. [t is more than just a rest stool. It is 
an operating seat developed after 10 years 
of research by a practicing dentist and is 
daily giving proven satisfaction to an ever- 
growing host of progressive dentists. 





Ask your dental supply dealer about Rota-Seat, 
or write today for descriptive folder. 


“Seat inc. 


4606 West 21st Street, Cicero 50, Ill. 














AS WE SEE IT... 








The essential functions of a mouth wash are effec- 
tive cleansing — both chemical and mechanical — 
plus stimulation of capillary circulatign, with the 
attending improvement of tissue tone and resistance. 








Whether used in the routine toilet of the mouth and | 
throat or as an adjunct to your treatment of some 
inflammatory condition of the oral tissues, these 
properties are desirable. Lavoris uniquely meets 
these requisites. 








DENTISTS’ CHOICE 
FOR OVER FORTY YEARS 


g— Stimulating — Refreshing 


Cleansin 
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mr Made of Immunity Steel. 


HU-FRIEDY MANUFACTURING GO., © cricoos, 





118 N. Rockwell St. 
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BURTON Neu 


TRI-LUMINAR “1000” 
OPERATING LIGHT...WITH 


(f = 









SWINGS UP to illuminate 
ALL LOWERS 


pr “~~ 


SWINGS DOWN 
to illuminate 
ALL UPPERS 


OVER 1,000 FOOTCANDLES OF 
SHADOWLESS COLD LIGHT 


And a bulb that lasts 500 to 600 hours! See this radically new light 
that SWINGS UP, DOWN or AROUND. Casts a geometric ‘“sharp- 
cut-off’ light pattern. No light in patient’s eyes. No Shadows, no 
Striations, no Filament Figures. Sells for less than the others. (New 
Micro-Balanced SWINGING HEAD attachable to your present 
TRI-LUMINAR.) 


SEE THIS NEWEST LIGHT TODAY! 
a ij H T MANUFACTURING COMPANY 
3855 N. LINCOLN AVE., CHICAGO, ILL. 


EASTERN DISTRIBUTORS: BLUMEN & WEXLER, 17 W. 60th STREET, NEW YORK 23, N. Y. 
WESTERN DISTRIBUTORS: FLAHERTY & SHAW, 11743 BLYTHE ST., N. HOLLYWOOD, CAL. 

















POSTOPERATIVELY 


POLORIS 


CAPSICUM - BENZOCAINE 


DENTAL COUNTERIRRITANT 



































Apply 
POLORIS buccally 
and as closely as 
possible to painful 


or congested area. 


for example: 


PERICEMENTITIS 


“Counterirritants, states Prinz, when “applied 
to the gums will often help to localize 
and relieve pain [of pericementitis].” Such 
counterirritant action may be conveniently 
applied with POLORIS. A professional supply 
of POLORIS is available on request. Write to 
POLORIS COMPANY, INC., 12 HIGH ST., JERSEY CITY 6, N.J. 


Elongation --}--- 


Natural -------- - 3 
Position é 


of Tooth 


Poloris 





Poultice 








Inflamed 
Peridental 
Membrane \@ie 





An invaluable aid 
in the dental office! 


® Positive control through 


power ond 
ments ond 


stroke odjust- 
set timing. 


Adaptable for either large 


or small amalgam botches. 


Sturdy, accurate timing 


device calibroted in seconds. 


Simple operation in the 
insertion and removal 


of mortar. 






¢ «AND BETTER, TOO! 


the revolutionary 











A new and completely automatic 
mortar and pestle, heralding an 
outstanding development in the 
trituration of amalgam! 

Action of this new Dental Mix re- 
quires only seconds and its oper- 
ation is practically noiseless ... 
assures consistently uniform, high- 
quality amalgam mixes. 

. . . Operates on 110-120 volts, 
50-60 cycle AC current only. 


FOR COMPLETE INFORMATION WRITE 


MASTER APPLIANCE MFG. CO., Racine, Wisconsin 


Monutacturers of the ‘Roto-Master’’ and other electrical appliances and tools. 











®@ Speeds Intra-Oral X-Rays 
® Standardizes X-Ray Technique 


®@ Allows More Parallel Posi- 
tioning of X-Ray Packets 


Here is a simple, yet amazing- 
ly effective instrument to help 
speed the proper exposure of 
X-Ray film negatives. Snap-A- 
Ray simplifies the holding of 
the packet in the proper posi- 
tion for exposure of any area. 


Another RINN first! a 
Snap-A-Ray is made of X-ray trans- 
lucent plastic. It is constructed to 
hold film securely by the use of a 
slide friction ring. Neither the pa- 
tient’s nor the dentist’s fingers need 
be placed in the mouth at any time 
during its use. Dentists already us- 
ing Snap-A-Ray are _ enthusiastic. 
See your dealer or write direct for 


full details. 


DINING 0s tec. Sine siege 
INC. 
3035 Fullerton Avenue, Chicago 47, Ill. 


X-Ray Films e Film Mounts « Solutions « Accessories 





Simpte AND 


Gare To use. 


Save your time —and save tho 
beautiful life-like dentures 

by explaining to patient 

the easy “Polident” way; 

“soaking” dentures clea 

Polident is easier to use... it genth 
chemically, dissolves stains, muci 
plaques and food debris, without heay 
scrubbing — keeps dentures clea 
sweet and comfortable 

Polident is safer ...no danger 
abrasion from harsh brush or powder 
or of chipping, breaking or scratchis 
through awkward scourin 

When patients use. Polident regular 
they usually have fewer complain 
about denture fit or damage, 

gum irritation, or “denture breath 
That’s how Polident helps you 
assure longer “denture satisfactior 
You can recommend it with confidens 


HUDSON PRODUCTS, INC. + JERSEY CITY 6,1 


Approved for use by leading manutactu 
of acrylic denture mate 


T SOAK Soak 15 minutes in solut 
4 (or overnigh 
* (1 glass water to capful Polides 
% 2 RINSE Hold under running wa 
‘ to rinse. THAT'S 
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KEEP DENTURES FIT WI 








MORE AND MORE RECOGNIZED 
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The role of the patient’s nutritional 
state in promoting and maintaining 


" better dental health, is gaining in- 
_] creasing recognition. More and more 
4 dentists today not only discuss nutri- 
"| tional matters with their patients, but 


recommend adequate dietary supple- 
mentation when indicated. 

Ovaltine, mixed with milk accord- 
Ag. ing to directions, has long enjoyed 
um the confidence of the dental profes- 
wa sion. This delicious food drink pro- 
vides all the nutrients considered 
essential, and provides them in the 
balanced amounts needed for optimal 
utilization. For it is well established 
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669 ll) SS 3000 1.U. 
32.1 Gm ae 1.16 mg. 
31.5 Gm oe. a er 2.00 mg. 
64.8 Gm. ene 6.8 mg. 
1.12 Gm. dhe COE er PEEP 30.0 meg. 
0.94 Gm. ET Eien scccvesncduye 417 1.U. 
12.0 meg PE Se edcecsoecceess 0.50 mg. 


*Bosed on average reported values for milk. 


that individual nutrients are utilized 
best when in conjunction with othérs. 

As the appended table shows, Oval- 
tine vam noteworthy amounts of 
biologically adequate protein, all the 
vitamins known to be essential (water- 
soluble as well as fat-soluble), the 
minerals calcium, phosphorus, and 
iron, and caloric energy in the form 
of easily emulsified fats and readily 
utilizable carbohydrates. 

After exodontia and in certain oral 
diseases when the mastication of many 
foods proves difficult, Ovaltine serves 
well in supplying a large share of the 
nutritional need. 


THE WANDER COMPANY, 360 N. MICHIGAN AVE., CHICAGO 1, ILL. 













Three servings daily of Ovaltine, each made of 
Y2 oz. of Ovaltine and 8 oz. of whole milk,* provide: 


















How to gel = 





Silicate Security is yours with Certified Enamel. 














The finest technique is worthless if your product has quali- 
tative deficiencies. When you standardize with Lee Smith 
_ Certified Enamel, you know your restorations will be as you 
_ intended them. 


Formulated to give all-around performance, Certified 
_ Enamel has these well known characteristics: 


A simple color matching system, 


A red pigment in the silicate to make the restoration life- 


| like, 


A stable liquid which resists moisture gain or loss to as- 
sure a uniform setting time and a capacity to set hard. 


Silicate Security is yours with Certified Enamel. 


Order a 
LEE SMITH 


















ALL ELVIN. 








-- Silicate 
Security 


QUALITY AND SERVICE 
SINCE 1866 


LEE S. SMITH & SON MFG. CO. 
PITTSBURGH 8, PENNA. 





VISE-LIKE ACTION! 


POSITIVE CONTROL! © 
PERFECTLY BALANCED! 


When you examine Pfingst BOX-LOCK For- 
ceps you can see at once that the BOX-LOCK 
does not allow room for “play”—that the vise- 


like grip is far stronger, perfectly balanced and 
controlled, than the ordinary type of forceps. 


Write for free folder—Order through your Dealer 


BE SURE TO ASK FOR... 
PFINGST 


BOX-LOCK 


FORCEPS 
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BOX-LOCK 


PFINGST & COMPANY, INC. 


62 Cooper Square New York 3, N. Y. 


Pfingst Instruments Busch Burs 
Odontographic Alloys 





J MINIMAX & 
ALLOY 
No. |7 
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é... and inhospitable are the interminable series 
of towers and spires, the network of slopes known 
as the Bad Lands of South Dakota. Here the forces of 
erosion have gnawed for ages ...and Nature con- 
tinues to leave her mark on the land. 

The effects of Nature’s uncontrollable variations al- 
so take their toll when you manipulate amalgam, are 
frequently the cause of filling failures. 

Minimax Alloy No. 178 is fabricated to minimize 
the undesirable forces of nature, to permit a wide lee- 
way in manipulation and still make amalgam that com- 
plies with ALL specifications. You can use Minimax 
Alloy with the definite assurance that its essential 
properties will not be destroyed by the unavoidables 
encountered in mixing, packing and polishing. In 
your hands Minimax will continue to produce lus- 
trous, long lasting, completely successful fillings. Buy 
**Minimax”’ for maximum satisfaction. 


THE MINIMAX COMPANY, 185 N. Wabash Ave., Chicago 1, Ill. 


For best results, mortars and pestles should be occasionally resurfaced. 
Over long periods, they wear smooth... become inefficient. As a con- 
venience, Minimax provides FREE with every bottle a handy envelope 
of Abrasive Resurfacing Powder. 


Minimax Alloy complies with A.D. A. Specifications No. 1 
Filings suitable for alloy-mercury gauges. 





You can never tell when 
the blood stream 
of a patient carries 
spore-bearing bacteria. 
Guard against the danger 
of cross-infection by autoclaving 
all instruments and 
other materials that come 


in contact with any 


blood stream. PELTON 
FL AUTOCLAVE 


Designed especially for the dental 
office, the Pelton Autoclave brings 
hospital safety to your office. 
Compact, fully automatic, 
beautifully finished, it 

assures patientsof § 

modern care. - 











{ SOLUTION J 





Boiling does not destroy spore-bear- 

ing bacteria. Chemicals may be effective if 

maintained long enough. Autoclaving (moist heat at 

250° F.) is the practical answer. Write today for your copy of the 
informative booklet, ““A-B-C of Autoclave Sterilizing.” 


ELTON 


PROFESSIONAL EQUIPMENT SINCE 1900 
THE PELTON 6. CRANE LO, GPETREO 2, MICH. 





In exodontia, stop bleeding immediately, and facili- 
tate good clot formation, by lightly packing the 
socket with a strip of sterile Hemo-Pak gauze or 
cotton—J & J’s amazingly effective new hemostatic 
absorbable surgical dressing. Use it dry, just as it 
comes from the tube or bottle. No further prepara- 
tion or other hemostatic agents are required. Apply 
slight pressure for a moment or two—and watch 
the bleeding stop! Then forget it! It will be com- 
pletely absorbed. In more extensive procedures, 
just cover the bleeding surface with Hemo-Pak if 
necessary, suturing in place or burying in the 
tissues (it is non-irritating). 


Hemo-Pak is supplied in sterile, sealed tubes: 
1. Hemostatic Absorbable Cotton Pads: 6” x yA 


2. Hemostatic Absorbable Gauze Packing Strips: 
¥2"* x 2% yds. 


Order from your dealer 
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especially —— for use in Deutal Surgery. 


nA. hla 


AMERICAN : "hs 
_ Order from your local sup- 
ply house, or write direct 


NEO. a CHEMICAL COMPANY, INC. °2,"2%% 072° 
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Mera Meir PATTERN FORMS 


PREFABRICATED METAL CROWN FORMS 
that eliminate with the wax! 
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NO PATTERN DISTORTION 
METAL MELT pattern forms permanently re- ; . 
inforce the —_ ~ . Agrees d “ Full Cast Crowns 
POSITIVE GINGIVAL FIT : 3/4 Crowns . 
METAL MELT pattern forms are festooned Cast Veneers 
and adapted directly on the prepared tooth. 
PREDETERMINED OCCLUSION Packed 8 each in 12 popular sizes 
METAL MELT pattern forms can be articu- (96 pattern forms) $13.50 per box. 
ede A ee ORDER FROM YOUR DEALER TODAY 
CAST CROWNS FOR POSTERIOR AND ANTERIOR 
TEETH, PREPARED, PROCESSED AND FITTED IN 


5 ‘ 
A FRACTION OF THE TIME. juicast Crown Ine 
4 7 


257 LIVINGSTON ST., 
Beeman BROOKLYN 17, NEW YORK 
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The finest precision casting machines 
on the market. Torit-built 
Vaughan Casting Machines 

have been completely redesigned. 

Now better than ever. 


TORIT - built Vaughan Casting Machines 
employ the time proven vertical-centrifugal 
principle. Metal flows directly and instan- 
taneously into the mold, absolutely without 
loss. Castings with unbelievably fine mar- 
gins are assured. 

TORIT - built Vaughan Casting Machines 
come in two sizes: No. 20 for inlays, small 
bridges and crowns; and No. 34 with a 
capacity of 150 dwt. of metal. Both avail- 
able for immediate delivery. Write for 
complete information and the latest TORIT 
catalog. TORIT Manufacturing Company, 
279 Walnut St., St. Paul 2, Minnesota, 
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Regal BRACKET TABLE UTILITY TRAY 


The silent assistant 

























Compact 
Convenient | 
Sanitary 
Inexpensive 


Prevents drug 
spilling 


Biel 


Price $11.95 includes: 


tray, clear cotton roll con- 
: tainer 

Places drugs, burs, stones, waste dental floss, articu- frosted waste container 
lating paper, cotton, cotton pellets, and cotton rolls hi 
etc., at the dentists finger tips. Made of heavy gauge 4 clear medicine bottles 
aluminum with fine baked enamel finish. 2 amber medicine bottles, 


MONEY BACK GUARANTEE 
Consult your dealer or write direct: 


REGAL DENTAL COMPANY 222.ishame Avenue 
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New formula Solvi-Dent Bur Cleaner and Solvi-Dent cleaner for diamond points are quick-acting, 
thorough, and convenient. Solvi-Dent solutions keep burs and diamond points clean, bright, sanitary 
and add greatly to their cutting life. 

Solvi-Dent more than pays for itself in added life and cutting efficiency of burs and points. 


SOLVI-DENT COMPANY, 603 N. Western Ave., Chicago 12, Ill. 








—— —----— 


COURSES IN IMPRESSION AND FULL DENTURES RESUMED 
ONE WEEK COURSE .. . ADMITTANCE FEE $200.00 


Consist of impressions, corrections, vertical dimension, centric registration, and simple method 
of balancing. 
To Veterans: Recognized by the Educational Division Veterans’ Administration. Apply to your 
local board. 
For further schedule of classes write: 
DR. SIDNEY C. FOURNET, 803 MAISON BLANCHE, NEW ORLEANS 16, LA. 

















NOTHING BETTER YET DEVELOPED 


FINK LINER 


IN SHEET FORM | 





CHipPLED 


e Non Burniag uP REN 
Tasteless ° Odorless SOLVENT cHiLo 
CONTAINS NO "Lif 


Permanent Shel 


PLASTODENT, Inc. 
1310 Jerome Ave., New York 52 : Seal You Buy HELPS 















































PERMA-GRIP Adhesive Denture > 
Powder provides exceptional holding BR ticiuhahd telel euthioe!<. 
power without danger of irritation eae ADHESIVE DENTAl 
to delicate tissues, and so is an in- PLATE Pawoer 
valuable aid to the patient during 

the period of adjustment to a new Poo ore Barnes pepe 
denture. Made with high quality 
karaya gum and backed by more 
than 60 years’ experience in the field 
of dental hygiene. Now in three 
sizes: 35c, 60c and $1.00. 











THE PRO-PHY-LAC-TIC Dental Plate Brush permits the 
most effective cleansing of all parts of the plate with- 
out damage to clasps or attachments. A superior 
brush, designed to specifications laid down by a com- 
mittee of the profession. 


Pro-phy-lac-tic Brush Company 
Florence, Mass. 
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“ew DUST CONTROL E 


Designed Specifically for YOU) 


COMPACT! QUIET! 
LOW COST! EFFECTIVE! 
PORTABLE! 
for Your own Laboratory 


Your own personal DUSTKOP dust 
collector will keep your laboratory 
free of dangerous dust, protect your 
| health, recover precious metals, and 


keep your assistants happier. Model 330 to place on a bench or 
table, has big dust storage space; sel- 
You do have space for a DUSTKOP. dom requires emptying; shaker crank; 


You cannot afford to be without a DUSTKOP. two trays; light under hood. It is 
Ask for free 16 page folder now. It npn aa ee 
shows the most complete line of Dust 
Collectors — some include the bench. 


AGET-DETROIT COMPANY, ANN ARBOR, MICH. 


217 MAIN AT WASHINGTON 
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| CABINET STERILIZER 


Designed for Dentists 
by 
PROMETHEUS 


OPULAR priced model. Complete 

sterilizing facilities. Modern in de- 
sign. Rounded corners. Recessed base 
for toe room. Finished in porcelain 
enamel in all standard colors. 16" by 
14°". Special features include cast 
bronze sterilizer with automatic con- 
trol, switch and pilot light, silent- 
closing, dust tight metal door, and 
convenient foot-lift for raising cover. 


See the Prometheus 
line before you buy. 


Consult your dealer. 
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new, 
all-purpose 
disinfectant 


UROLOCI 


Urolocide is a potent new quaternary ammonium | 


ft 
i 














compound, equally effective for the cold disinfection of | 
instruments or for local antisepsis in the mouth. | 
Practically non-toxic, and non-irritating to human tissues, Urolocide is 
rapidly bactericidal and fungicidal—in highest dilutions—against 
commonly encountered pathogens, both gram-positive and gram-negative. | 
It is odorless, tasteless and water-soluble, and indefinitely | 
stable in solution, even when exposed to air. 
Instruments are not affected by Urolocide since it contains neither | 
phenolic, mercuric nor other corrosive ingredients. | 


* * * 


Available in pure crystal form in packets of 3.8 Gm., sufficient to make 
1 gallon of 1:1000 solution: the recommended concentration for instrument 
disinfection of local antisepsis. Also supplied in 8 oz. and 1 gal. bottles 


of Tincture 1:1000 and 1:500, and in Aqueous Solution 1 : 1000. 






NERICAN CYSTOSCOPE MAKERS, INC.- 1241 LAFAYETTE AVENUE., NEW YORK 59. N. Y. 
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aybank Pharmaceuticals, Inc. 
wubsidiary of the world-famed 
Chesebrough Mig. Co. Cons’d 
—will bring to the dental 
fession distinctive new ethical 
medicaments, progressively 
formulated, authoritatively 
tested, and of lasting merit. 
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AYBANY |  BAYBANK PHARMACEUTICK( 

















| “and glycerin in an aromatized, slightly alkaline, specially prepared 
_ isotonic aqueous vehicle—LORAKON is highly potent against six of 
the more common pathogenic micro-organisms harbored in mouth 
and throat. (Undiluted, it is bactericidal and fungicidal within 15 

_ 4 seconds. ) 
LORAKON is Surface-Active: Its clinging, foaming action produces 
immediate and prolonged contact with mouth and throat areas. 


4 eK ON is highly miscible with saliva and nasopharyngeal secre- 


4 ~ LORAKON is Non-Irritating: It is harmless to tissues, and slightly 
j - alkaline—desirable for protection of teeth. 

a _ LORAKON is Soothing: It aids in relieving irritation through its emol- 

-¥ liency and clinging propensity. LORAKON is also refreshing and 

~ deodorant, with a pleasant taste and mildly aromatic fragrance. 

Indicated: For office and home use in minor affections of the oral 

cavity and following tooth extractions and other oral surgery; and 

¥ asa palliative and detergent rinse at the dental chair. Should be used 

we full strength—for best results. 

| Supplied: In 8 fluidounce and pint bottles. 





(h(,17 STATE ST., NEW YORK 4,N.Y., U.S.A. 





















These instruments are identical in basic mechanical prin- 
ciple. The difference is a matter of refinement—one of them 
has been specifically designed for a professional purpose, 


The D. D. Tooth Brush has been designed @® A broad inflexible handle for maxi- 
with the aid of a thousand practising mum leverage, with a non-skid thumb 
dentists — rest; 

and 


© A compact straight trim brush head, 6 A new Mwist in the handle. which 


assuring easy access to tooth surfaces; automatically encourages the desired 
© Well-spaced bristle tufts for thorough up and down rotary motion for gentle 
brushing of interdental spaces; gum massage. For Double Duty- 
® Springy long-life bristles that won’t thorough cleansing plus gentle gum 
get soggy, % inch in length for firm massage — insist on the brush 





brushing; 


with * Wwist 







The D. D. Tooth Brush is 
available with the standard 
three row bristle head, 

as well as the smaller 
two row type. Recommend 
the style best suited to 
your patient. 


Product of BRISTOLMYERS 19 West 50 Street, New York 20, N. Y¥. 
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Fine tooling and mass production 
gives you the NEW 1948 model 


FOSSY AMALGAMATOR | pmmicemmmiceiceuuiicaiinailad 
seater Inprovenetn VY CHECK... 


THE THINGS YOU NEED 
ss _ 





FESSIONAL 
Now A Standard—Guaranteed, Mixes amalgams best. 


Only motor type used machines are accepted at $15.00 . PRINTING COMPANY INC 


credit towards purchase of Flossy Amalgamator, No 
worthless hand-piece gadgets acceptable. near 
remenicas Largeat Pruiaters 
FLOSSY DENTAL CORP. 
228 S$. Wabash Ave. Chicago 4, Ill. 


ncescineaetomresiciinehea to the Professions 


Send for Circular or Ask your Dealer. 


This charm » 15 EAST 22nd STREET 


NEW YORK WN Y 


is 14K Gold 


The cut is life-size. You 

will highly prize this 
miniature gold denture. It is just right 
for your watch chain or a lady’s bracelet. 
It is beautifully made of 14 K gold. Write 
for more information. National Prosthet- 
ics Institute, P.O. Box 789, Alexandria, Va. 

(Sold through dealers or direct.) 
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MORE THAN 50.000 DOCTORS USE 


HISTACOUNT' 


PRODUCTS 





The Alkalo! Company, Tounton|5 Mass 





An accurate, one-piece casting... 





...any way you look at it 


IMPORTANT ADVANTAGES 
=e: 


Platinum-PALLADIUM-Golds 


1. Increased strength combined with appropriate 
resiliency. 


2. Controllable hardness for resistance to wear. 
3. Strong, high-carat solders can be used. 

4. Ease in hardening and softening operations. 
5. Resistance to discoloration. 

6. Rapid transmission of heat and cold sensations 


(most important in full upper plates). 


DENTAL GOLDS containing platinum and palladium cast} 
accurately. Surfaces need but a minimum of finishing. 


Have you sent for your free copy of the forty-page books 
“Platinum-Palladium-Golds in Dentistry?” 


Platinum Metals Division 


THE INTERNATIONAL NICKEL COMPANY, INC. 67 Wail Si., New York 5, N. Y. 
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(rescent DENTAL MFG. CO. 


1839 S. Pulaski Rd.. Chicago 23, Ill 








The Gentle Way to 
S-P-R-E-A-D 
| CROWDED TEETH | 
BURILEW 


Hy 
READY||- CUT J 


|WEDGES | 


PATENTED 








Hoover Uniform of i be 

- White Sanforized f . Ae Separate teeth for cavity 

Poplin. Sixes 12 to a) 4 | ola-of-1a- betes Mmaliilare M- Lite Ma cols 
interproximal cleaning. 


vt “ig to 42. 


Complete Outfit $1.00 
About 100 Ready-Cut Celluloid 





HOOVER UNIFORMS Wedges in assorted sizes —?2 
Dept. OH-2, New York 11, N. Y. Separating Discs—1! Wedge 
Please send me. «...+: oo Setter. 


UNIFORMS. Sizes - 


J. F. JELENKO & CO., 
136 W. 52nd St... New York, U.S.A. 


Sold by Better Dealers 
Tite | 








apa || LION 
weet | BRAND 


MOUTH 
MIRROR 


Here is a real value! 
Lion Brand Mirrors 
are the lowest priced 
mirrors sold with a 
written guarantee! 
Any Lion Brand Mir- 
ror not withstanding 
sterilization will be 
immediately replac- 


ed—without charge. 


Order through your 
dealer, today. 


Manufactured 
by 


Cora DENTAL MFG. 


penmerweimeal || UNION BROACH CO. 


Chicago 23, Illinois 37 West 20th St. New York, N. Y. 
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-DENTURLYNE - Valuabi; 
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Your supply of 

Denturlyne will give you 
uniformly satisfactory 
results if you remember 
always to keep Denturlyne 
Thinner on hand. 

Ask for it next time you 
order Denturlyne. 





Denturlyne Is One of the dD »“Products for Progressive Deniis 
y I 9 































lijunct to Permanent Rebasing 











A truly satisfactory permanent rebase 
requires high heat and great pressure, which 
can be provided only in a flask, not ina 


patient’s mouth. 


Having this in mind, we recommend to you 
D-P DENTURLYNE-—a valuable adjunct 

to permanent rebasing—a temporary reline 
material that will enable you to obtain a 
perfect impression over a period of time, from 
which you can create a true, permanent, 


perfect fitting rebase. 


USE D-P DENTURLYNE BECAUSE IT IS: 


1. Plastic— ready to use from the jar. 


2. Non-toxic, non-burning and does not require 
cellophane or any oil as a protective coating. 


3. Slow setting and allows time to trim or 
add more material as required. No loss of 
relationship. 


4. Capable of lasting several weeks, without 
chipping or flaking. 


5. The original reline material, accepted by the 
Dental Profession for eight years. 


DENTAL PERFECTION CO. 


543 West Arden Avenue 
Glendale 3, California 
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Where to?... 


Your Practice Volume Curve 


During the past several years, with more dentistry to be done than there 
were operating hours available, practice volume was far from a prob- 
lem. And with so many products temporarily eliminated from the public 
market, people had the money available to invest in adequate dental 
care. Now, with the supply of consumer goods steadily increasing, people 
aretbeing urged to invest in many things other than dental care. | 
Dentistry must again compete with these many appeals for consumer 
spending. McKesson nitrous oxide pain control is an effective means of 
meeting this competition by making dentistry more inviting to your 


patients and by building patient confidence. Let us tell you what 


McKesson equipment is doing for other dentists—what it can do for you. 
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“he use of Copalite under fj}. 
ings, inlays, crowns and ma 
other types of restorations cop. 
tributes materially to comfor 
and lasting service. Copalite 
penetrates, fills and seals the 
tubuli. An extremely thin coay. 


PROTECTS and INSULATES ing forms a STRONG joint be. 


tween restoration and dentine. 


DENTINE UNDER ALL It is soothing, germicidal, re 


TIONS sistant to thermal shock. A pack. 
age containing sufficient Copa. 

TY PE S OF RE sTO RA ; lite for 500 applications cal 
little more than 2c per appli- 

cation. Order thru your dealer. 


Within acavity Withinacavity Withinacavity Within acavit i 
i y Upon the sur- Upon dent 
to be filled with prepared to re- prepared for an to be filled with face of dentine Pans se way a 
silicates or gold ceive aninlay. inlay or bridge silicates, gold prepared for a porcelain 
foil. abutment. foil,oraninlay. gold crown. jacket crown. 


HARRY J. BOSWORTH COMPANY YOUR DEALER 
RESTOR G ce me Od ee oe CoM MICELI carries BOSWORTH products 


May we SHARPEN 


your dull BURS? 


When Mullen Bros. regrind 
your dull burs they first 
select only those that met 
their exacting specifica 
tion. This is done in @ 
der to enable regrinding te 
a smaller size. (Ex 
No. 33% inverted cone 

reduced to No. 33). All 
Mullen Bros. regrind jou 
guaranteed good as ne 
burs. So for smooth, like 
new, fast cutting burs 


Wady bucsthesia mail yours today. $4.10g% 


per gross. Introductory 


DENSE rbucsthes.a | doz. $1.00 
LONG-LASTING ucorthesca HANDPIECES RE-BUILT 
, A big saving! For a guaranteed like-new handpiece w 
WITHOUT rédded remove all old parts and completely rebuild. Send you 
, old wobbly ones today. Starting with the empty housing 
Vasacoustrictor our experts rebuild entirely, even to individually “lap 


ped in” parts. Unconditionally guaranteed for servic 
eae Straight handpieces Re-Built $10.00. Angles | 
4 Postpaid if check accompanies order. 


$. Chi Ave. F 
MULLEN BROS. ax © * 37° Wi. Es é 


Formerly at 153 W. 69th St. 





GO-AL-GA = 


a dental product for 
entists and their patients 


we 
ccedted. 
COUNCIL ow DENTAL 
THERAPEUTICS 








good 
taste in 
vitamins 


Cal-C-Tose,* mixed with hot or cold milk, 
makes a refreshing, nutritious beverage 
which tempts even jaded appetites. 


This tasty chocolate drink supplies liberal 





amounts of vitamins A, B,, B., C, D, and 
niacinamide, as well as calcium, phosphorus, 
iron, and other nutrients. Patients 

actually enjoy vitamins in the form 

of Cal-C-Tose. 


Hoffmann-La Roche, Inc. - Nutley 10, N. J. 


CAL-C-TOSE ‘ROCHE’ 


*Reg. U. S. Pot. OFF 


PO REO pa onetime o- 





THREE IMPORTANT FACTORS... 


The Material! 


[ sist on COE-LOID POWDER 
the outstanding alginate base i 
pression material that you can 

ways depend on for accurac 
strength, and ease of handling 
COE-LOID POWDER is the profe 
sion's first choice for partial impre 
sions—and for full denture stati 


impressions as well. 





The Tray! 


Tis is the frenum notched, de- 
pressed anterior COE Perforated 
Tray. It's a honey! Order a set from 
your dealer. Remember, there's a 
COE Tray for every purpose in this 
unsurpassed line. Just ask your 
dealer to show you the COE Trays 
—perforated and solid. 


The Stone! 


Pour your model in COECAL fo 


best results—sharp in detail, ac- 


curate dimensionally, and uniform] 
hard, and glassy smooth. COECA 
is tops; the largest selling dente 
stone in all the world. Comes ii 


white or buff color; in tins, drum 





or bags through all dealers. 











OF LABORATORIES, INC.. CHICAGO 21. ILLINOI 


SOOTHING 
and PROTECTING 


to DENTAL PULP 
@ Sets Hard in a Few 


REPLACE TEETH 


WITHOUT Mn ee 


) DY 
REPAIR FRACTURES 
... The better way 


rl.{- iO AIL 


REG. U. S. PAT. OFF. 
AN ACRYLIC REPAIR COMPOUND 
@ powder and liquid 
Price $2.00 per Pkg. 
* 


USED IN REPAIRING MORE THAN THREE 
MILLION cee DENTURES IN SIX 





ARS. 

- « « The only successful repair 
Minutes—Prevents wax A 

Because modern den- 
tistry demands a great- 
er preservation of vital 
pulp, prevention of de- 
cay and relief of pain, 
more and more Dentists 
are using SILV-O-DENT! 


MORE THAN 450,000 
PACKAGES SOLD 


For more than 25 years, SILV-O-DENT has 
been known as “Dentistry's Silver Lining.” 


Write for Technique Book 


” material in Dentistry' 
CORALITE DENTAL PRODUCTS CO. 
63 Fase Adams St. @ Chicago 3, | 
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OXY-EUGENOL S:LVER 


Yes Wastes Topical 
THE SILV-O-DENT COMPANY Paste gives you the an 
1708 N.E. Alberta Street, Portland 11, Oregon esthetizing efficienc 
Send me a copy of your FREE BOOKLET Frame d Pontocains 
about Silv-O-Dent (for Posterior Teeth) 


the antiseptic qualitis 
and Hydr-O-Dent (for Anterior Teeth) f 


tirme@—te 


Gillerate. 
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KERR MANUFACTURING COMPANY, Detroit, Mich. 
Exclusive distributors to the dental field 


CONCENTRATED 
LIQUID X-RAY 
DEVELOPER AND FIXER 


SWIFT! 









SAFE! SURE! 












SWIFT — Solutions prepared and ready to use 
without fuss, in less than 60 seconds. SAFE — Uniform 
quality guaranteed through rigid laboratory 

control. SURE — Radiographs of proved accuracy, 
clarity and diagnostic detail. 


These are the reasons FR remains first choice in dental 
and hospital darkrooms. .. year after year. 


The FR Corporation, 951 Brook Avenue, New York 56, New York 


EASY 


CLEANING | 


TRUE 
RUNNING 





PREMIER 





CONTRA-ANG 
Here's a contra-angle 
that can always run true! 
When burs start to wob- 
ble, after bur tube bear- 
ing is worn, the Dentist 
can replace this part with- 
in a minute (cost of part 
75c). This new bearing 
guarantees true running! 

Bur Tube #3 
Bearing Gear 
Push thumb spring, pull 
off head, clean, oil, 


assemble— all in a few 
minutes. This instant 


disassembly encour- radiographic developing, turn to Urell today. | 







witt eC INSTANT 


MIX SOLUTIONS 


No more measuring, mixing, heating, cooling, | 



















waiting! Urell, fresh, high-quality solutions are 
always ready instantly—simply dilute and 
develop. Laboratory controlled for uniformity, 
stability, fast action. Speeds up emergency 


X-ray readings —shows all details clearly in 





just five minutes! That's why for lighter dark- 





room routine, for better, faster and easier 





ages frequent cleaning 
and oiling — results in 


At your medical supply dealer. 
longer life. : 























OTHER FEATURES: Head adjustable to 8 
different angles better vision stainless. 


PREMIER JUNIOR HEAD — Small 
size head. Interchangeable with regular 
Come-a-part by simply exchanging heads 
which takes a few seconds. 











No need to buy two separate contra 
angles. Simply buy a Come-a-Part contra 
angle with extra Junior Head., 






2630 HUMBOLDT ST., LOS ANGELES: 31, CALIFORNIA 





















Note These High Salivary 
Penicillin Concentrations 

















PENICILLIN CONCENTRATION 
tN UNITS PER CC. OF SALIVA 


10 20 30 40 50 60 70 80 90 100 110 
INTERVALS IN MINUTES 








5000 UNITS EACH 
Cryilaline Penicillin C Petassium 


| The graph reproduced above vividly demonstrates the exceptionally 
high salivary penicillin concentrations produced by Penicillin Troches- 
C.S.C. It presents the average values—in terms of geometric averages 
—obtained in a series of 20 normal subjects who were instructed to 
retain the troche in the mouth as long as possible. 


Penicillin Troches-C.S.C. are high potency troches—containing 
5000 units each of crystalline penicillin G potassium. Distinctively 
lenticular in shape, they readily adhere to the hard palate, releasing 
their penicillin for as long as 2 hours before disintegrating. 

Peniciilin Troches-C.S.C. are specifically indicated in Vincent’s 
(fusospirochetal) gingivitis, stomatitis and pharyngitis and in other 
oral infections due to penicillin-sensitive organisms. In bottles of 25, 
at all pharmacies. 





CSC 4huamacatites 


A DIVISION OF COMMERCIAL SOLVENTS CORPORATION « 17 E. 42nd ST., NEW YORK 17,N. Y, 
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ROCAST 








Wer 


| ; To be certain of all desirable physical 


| e The ease with which 
| precision is attained with 


» Aderer Golds 
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| -using any of the popular 

aa _ casting technics—is the basis 

q for the high regard tended them 
1 by Dentists and their Technicians. 


4 properties...of superlative casting qualities 

















»»e you can do no better than to depend 


upon the Aderer trademark. 


ADERER GOLDS 


' GMENT SOLDER julius Aderer, Inc., New York + Chicago 
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PEN-TROCHES~ CUTTER 


—sealed dry — offer 
better control of 
oral infections 


Where penicillin potency is concerned 
—beware of water! Even atmospheric 
moisture causes rapid deterioration. 


That’s why you find Pen-Troches 
Cutter only in single-prescription 
vials, never in bulk. Massed without 
water, they're sealed against even air- 
borne moisture, 


Now available—Pen-Troches of 
5000 units penicillin each, in vials 
of 25. Also, Pen-Troches of 1000 
units penicillin each, in vials of 20. 

Specific in treating Vincent's, 
Pen-Troches are useful also in the 
treatment of any penicillin-sensitive 
infections that the saliva can reach. 

SCutter trade name 


CUTTER LABORATORIES 
Berkeley 1, California 





MILLER’S ELECTRIC HANDPIECE 
For Better Prosthetic Dentistry 


Save your handpiece for 

oral work. Get a Miller 

for laboratory use. Light- 
». weight and portable, it is 
c% recommended by 
thousands of dentists 
and technicians. 


Ask your Dealer 
for Demonstration 
Send for Catalog 


CHICAGO WHEEL & MFG. CO. 
1101 W. Monroe St., Dept. OH, Chicago 7, Il. 














FISCHER X-RAY 
Built to be Better 


FISCHER dental x-ray apparatus 
has the distinction of being built 
to give unexcelled service. Dura- 
bility is another supreme feature. 
Naturally it follows that longer 
service means lower cost. 


FACTS SENT PROMPTLY | 


It puts you under no obligation to get the 
facts. Clip this ad or simply ask for de- 
scriptive folder—F’orm 3082. 


H. G. FISCHER & CO. 


2323-2345 Wabansia Avenue 
CHICAGO 47, ILLINOIS 




















The rtuswer to Your 
DISINFECTING PROBLEM 











COMPARE YOUR CABINET 




















WITH THIS AMERICAN NO. 141-A... 


DOES IT @ A stainless, unbreakable, grooved working surface? 
@ Concealed bottle rack with 16 bottles? 


my A VE @ Handy end boxes for small parts storage? 
@ 18 noiseless, non-sticking drawers? 
? @ Each drawer sealed against dust? 
. @ 32 interchangeable glass trays? 


The No. 141-A has all these features and more. See it at your dealer today. 





(AMERICAN 


CABINET COMPANY * 
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This Hollenback Investing Equipment 
makes it possible for the Dentist to stake 
his reputation on quality inlay work. 


It is a Complete Unit, simple and sure in operation for accurate fit... | 
and for an important saving in valuable chair time. 


Ready for Hook-up to standard lathes for simple, routine procedure. No 
other power equipment is necessary. 


So Compact that it fits into any dental office where space may be limited. 


Actually occupies no more storage space than your hat. | 


Mixing AND Investing is Done Under Vacuum .. . automatically pre- 
venting the entrapment of air around the pattern. 


Ask your dealer or write direct 
for fully illustrated details. 


Mere 


ne pimirine HANDY & HARMAN 


“ras GENERAL OFFICES & PLANT 


1900 WCW KINZIE ST 


CHICAGO 22 


























Kolynos, too 
puts pleasure in a daily chore 


























Let that distinctive, tangy Kolynos taste give those 
“brush -your-teeth” instructions an invaluable assist. 
Once a patient has discovered how Kolynos makes a session 
with the toothbrush a delightfully refreshing experience, 
conscientious tooth care is no longer an annoying, 
conveniently forgotten chore. 

Yes .. . safe, efficient Kolynos is indeed a dentifrice 
} it pays to remember. 





WHITEHALL PHARMACAL COMPANY 
22 E. 40th St., NEW YORK 16, N. Y. 








































Exceptionally High 2ualily 
PROFESSIONAL GARMENTS 


® long-wearing materials 

® designed to withstand many launderings 
® smartly styled 

* expertly finished 





® ready-to-wear or tailored-to-measure 
models 


STYLE 11X Model illustrated is one of many in 
$5.15 ea. our ready-to-wear line, combining 
Simpson’s Queen fine appearance with comfort and 
— free action. Made in either of two 
3 for $14.60 Nationally advertised materials. Mod- 

el shown is furnished with Scovill 
$3.95 «a. rust- and laundry-proof Gripper fas- 


oa aes teners. For details of this complete 


ized Shrunk; line, write for Catalog OD-1. 
3 for $11.00 


eee 
STYLE 244 
$6.95 a. 


Sizes 10-42 





This new Ready-To-Wear nurses uniform is 
made of Simpson’s Soulette Poplin; opened 
down front with concealed Scovill rust- and 
laundry-proof snaps below belt line. 

Write for Catalog ON which shows other 
styles made of Soulette Poplin or Koda Diag- 
onal (Rayon), with range of sizing up to 46. 


Also 


TAILORED-TO-MEASURE GARMENTS 


(men’s styles only): A wide selections of styles 
and materials (Broadcloth, Gabardine, vari- 
ous weights of Poplins and Rayons) choice 
of sleeve and garment lengths, collar sizes, 
fasteners. For details and samples of this com- 
plete line, write for Catalog OD-2. 








MANHATTAN UNIFORM COMPANY 


FORMERLY MANHATTAN MFG. CO 


509 South Wabash Avenue e¢ Chicago 5 
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GETZ: 
























DOCTOR: 


Now You Save Valuable Chair Time that otherwise 
would be spent waiting for amalgam fillings to be- 
come properly set before removing old style metal 
matrix bands... also in repairing possible damage 
to contact points and walls of fillings, frequently 
caused by removing metal bands too soon. 


This Magic Soluble Band is made of a special jell 
af which is placed in position with No. 1 retainer in 
dry area. 


After filling is condensed, and patient ready to be 
af dismissed, you simply clip off the ends of the band. 


After 15 minutes contact with the saliva, the band 
“/ will be completely disintegrated. 


a That is the entire procedure. 


Available in thin thickness, medium width for 
molars and bi-cuspids. 


Price, $1.25 for 2 Dozen 


This product carries our money-back guarantee which permits 
you to use several bands with the privilege of returning un- 
used portion of package for full credit refund. 


THE WILLIAM GETZ CORPORATION 





7512 GREENWOOD AVE. CHICAGO IS, USA 


SURE/..WEAR A HANDPIECE 
GLOVE AND PLUNGE NIGHTLY 
H IN THE AUTOMATIC HAND- 
SOME PROTE PIECE OILER.. 





AGAINST 


‘) Send stone models to us for exact fitting 





ak. <u 
“HAL ad cast removables and modern dentures. 


If you ere USE IMPROVED BITE-WING TABS 


For better bite-wing examinations. Order from your dealer. 
Box of 100 tabs 
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| TO DISCOURAGE THIS UNHEALTHFUL ; 
AND UNBECOMING HABIT IN CHILDREN 


applied like nai! polish 
contains extract of 
capsicum (2.34 

a base of acetone nail 


TRADE MARK lacquer and isopropy! 


NUM SPECIALTY CO. “Sitssuncn pan 
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entists have now given their patients a millior 
spies of the booklet, “HOW TO PREVENT TOOTHACHE’ 


I. 1923, Howard R. Raper, D.D.S., pee | 
new type of dental x-ray film packet....In 192€ 
Kodak announced this major development i 
preventive dentistry—the new “Eastman Bite 
Wing Dental X-ray Film.”...In the October 
1932, issue of “Hygeia,” the lay magazine o 
the American Medical Association, there ap 
peared an article by Doctor Raper, “How tc 
Prevent Toothache.”...In December, 1932) 
Kodak reprinted the article in booklet formi 

Now, a million copies of the booklet ir 
English have been distributed . . . a Spanisk 
edition has been published for Latin America 
This record, unparalleled in dental patient edu 
cation, is an impressive measure of the impor 
tance not only of periodic interproximal x-ray, 
examination but also of Doctor Raper’s anc 
Kodak’s contribution to dentistry. 

And, today, when the merits of Bite-Wing 
radiography are recognized by most dentists} 
the booklet has, perhaps, an even greater mis 
sion—to expand patient education...to en 
courage all patients to take full advantage of 
the proved preventive dental measures that it 
advocates. 


Eastman Kodak Company 
X-ray Division, Rochester 4, N. Y. 


SHARE IN THE DISTRIBUTION OF THE SECOND MILLION... 
Kodak will continue to make copies of “How to Preven 
Toothache” available as in the past—the first 50 free to 
any dentist who has not received copies ... additional 
quantities, $1 per 100. Write for a supply, today. 













Mr. tells the story of the importance of the 
modern Ritter Shockproof X-Ray Unit to your 


practice. 





COMPANY INCORPORATED 


SUILT UP TO A STANDARD '" NOT DOWN TO A PRICE 


er 
RITTER PARK, ROCHESTER 3, N.Y. 


DOCTOR: 
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RITTER 


Ritter Company, Inc. 


ADVERTISING DEPARTMENT 
Rochester 3, N. Y. , 


Please send me the story of Mr. X, parts I, II, 
III, IV. 





Name 
Address 
City 

















MIZZY MEANS 


Chae?” 


CHEMICAL CO., INC. 
DIVISION OF MIZZY_INC., NEW YORK 

















and quality means... 


a stendard of excellence . . + a natural superiority ... @ distinctive 


: o3 accomplishment vee ‘a better product... ean Oradent anesthetic. 


, 
OS a 


B Utilizing the .finest methods and materials results in a mote. 


“wnthéren. more compatible, smoother and safer 


anesthetic! 
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10¢ per word, initials 
and figures used each 
counting as one word. 
Please send remit- 
tance with your order. 


FOR SALE: Thriving business, well equipped two- 
chair office; one new SSW Unit, one Electro Den- 
tal Unit Air Compressor. Pelton Sterilizer, all 
Castle lighting system. Low operating expenses. 
Population twenty-five thousand. Located in Mas- 
sachusetts and is wonderful opportunity for 
young man. Owner retiring. ‘‘421’’ Oral Hygiene, 
Pittsburgh, Pa. 





WANTED: Dentist to work for fifty per cent of 
the cash he takes in; he must furnish his own in- 
struments and contra-angles; all other equipment 
d expenses will be taken care of by myself. 
be willing to sell by June, 1948. Option to 
buy will be given consideration. Location, north- 
ern Wisconsin. ‘‘422’’ Oral Hygiene, Pittsburgh, 
Pa. 


Established high-class laboratory in Texas wants 
A-1, all around technician, from set up to finish, 
to crown and bridge work. Must have fine back- 
ground to take charge of a branch laboratory in 
Texas on a commission basis. High monthly salary 
guaranteed. Only high-type man looking for fu- 
ture security need apply. ‘‘423’’ Oral Hygiene, 
Pittsburgh, Pa. 





FOR SALE: Due to death, Florida practice in 
large city; established twenty years. Good indus- 
trial and agricultural center. Three chairs, gas 
machines, air compressor and large fully equipped 
laboratory. ‘‘424’’ Oral Hygiene, Pittsburgh, Pa. 





SELLING YOUR PRACTICE: Why not also use 
the classified columns of The Dental Students’ 
Magazine. National circulation 10,200 monthly. 
This includes over 3,000 recent dental graduates 
(U.S.A. and Canada). Many of these readers are 
looking for an opportunity such as you have to 
offer. Our rates, $3.00 for 50 words or less, 10c per 
word additional; check with order. Write Dental 
Students’ Magazine, 605 N. Michigan Ave., Chi- 
cago 11, Ill. 





FOR SALE: Due to health: New Jersey practice; 
complete office, x-ray and dental equipment; es- 
tablished fifteen years, asking price $3500. Con- 
tact Mr. George E. Fleming, 275 Bloomfield Ave., 
Caldwell, N. J., Caldwell 6-3747; Res., 6-3229. 





FOR SALE: Dental practice, best location in 
Muskegon, Mich. Four chairs, laboratory, new air 
compressor and Weber X-ray. Excellent denture 
practice. Terms available. Dr. J. R. Smith, 
Durand, Michigan. 





FOR SALE: Excellent location in eastern Penn- 
sylvania town of twenty thousand. Complete 
three-chair office, Ritter equipment, American 
cabinets, x-ray, fluorescent lighting; occupying six- 
room suite. Instruments and supplies to start im- 
mediate practice. Established thirty years. Owner 
former army officer remaining in Government 
service. Will sacrifice for quick sale. ‘‘425’’ Oral 
Hygiene, Pittsburgh, Pa. 


WANT ADS 


Restricted to help and 
positions wanted, and 
practices wanted, and 
practices for sale. The 
minimum charge is $3, 


FOR SALE: Missouri practice located in county 
seat town. Equipment includes x-ray (new), Rit. 
ter chair and unit, cabinet, sterilizer, compressor 
~ instruments. ‘'426’’ Oral Hygiene, Pittsburgh, 

a. 





Out of state dentist, registered in California, de. 
sires to purchase office of retiring dentist 
southern California within the next year. ‘427” 
Oral Hygiene, Pittsburgh, Pa. 


FOR SALE: Home with office in small town in 
north central Wisconsin. Farming community. Ex. 
cellent fishing and hunting. Large drawing area. 
Ill health. With or without furnishings and equip- 
ment. ‘428’ Oral Hygiene, Pittsburgh, Pa. 


WANTED: A dental hygienist for my practice in 
Wyoming town of five thousand. Write Dr. 0. ¢. 
Kildebeck, Torrington, Wyo. 


FOR SALE: Dental laboratory, going business in 
city of thirty thousand, inventory $5,200, doing 
business in excess of $1,200 gross per month. Hugh 
Harvey, Executor, Jackson, Tennessee. 

FOR SALE: Well-established lucrative dental of- 
fice sixty miles from Chicago in town of twelve 
thousand. Shopping center for county of forty 
thousand. In center of business district. Large re. 
ception room, business office, two operating rooms, 
laboratory and developing room. Fully equipped, 
Modern floor x-ray. Completely furnished labora- 
tory. ‘‘429’’ Oral Hygiene, Pittsburgh, Pa. 


DENTIST OPPORTUNITY. Unusual opportunity 
for physician or dentist. Downtown location. 
Modern office and waiting room. Completely 
equipped and operating. Includes three bedroom 
home. Everything goes including property and 
lucrative practice, sixteen thousand dollars; one- 
= Seta LOVE, 630 El Camino, Redwood City, 
alif. 





FOR SALE: Dental office; excellent opportunity. 
Grant Concourse, Bronx, New York. Completely 
furnished. Brand new equipment; Ritter Senior 
Unit, Motor Chair, Mobile X-ray, etc. Rental, 
seventy-five dollars monthly, long lease. Ideal lo- 
eatten. Leaving state. ‘‘430’’ Oral Hygiene, Pitts- 
urgh, ‘ 





FOR SALE: House and office space, and profitable 
dental practice in Sheepshead Bay section of New 
York. Due to poor health, leaving town. Avail- 
able April 1, 1948. ‘431°’ Oral Hygiene, Pitts- 
burgh, Pa. 





FOR SALE: Dental equipment and practice in 
prosperous central Pennsylvania city. Also the 
following pieces which have never been used: 
wall-type x-ray; Ritter chair and Castle light. 
**432’" Oral Hygiene, Pittsburgh, Pa. 
FOR SALE: Complete dental equipment, or den- 
tal equipment and combination home and office 
located in a prosperous rural community in 
northeastern Kansas. Write Mrs. G. W. Shearer, 
Summerfield. Kan. 





PORCELAIN JACKET 


jackets within 36 hours and put it in the mail. You get personalized service. 
JACKETS INLAYS 


PORCELAIN DENTAL LABORATORY 


The oldest in Brooklyn 





We will complete your 
porcelain or acrylic 


BRIDGES 


1761 Schenectady Ave., Brooklyn 3, New York 
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YOUR TRU-SPOT WELDER IS READY FOR YOU: 


No waiting now—your TRU-SPOT WELDER is shipped the same day your order is 

received. Be glad you waited . . . no other spot welder offers as much. How quickly, 

precisely the TRU-SPOT works for you is explained in the instruction booklet sent 
free on request. Write for it. 


Special hardened alloy 
electrodes for long life. 


Rugged, heavy duty 


transformer Manual control micro switch 


for split-second timing. 


ae tees 4 
sieage g ie ee 





Tap switch governs amount of 
current, gives ‘5 welding heats. 


\\ ROCKY MOUNTAIN METAL 
New combination PRODUCTS co. 


adapting and soldering 1450 Galapago St., Box 1887, Denver 1, Colo 
cables. Pacific Coast Distributor: 


Karl A Kreis, Flood Bidg., San Francisco 2, 
California 


Lewer teeth set to abrasive seg- Upper teeth set to lower teeth Upper teeth checked on dual 
ment (ground-in) abrasive segment (grgané-tn) 


The FOURNET ARTICULATOR 


It’s new . . but it’s been tried and proven! The pictures tell 
the story and show how the FOURNET Dual Check Artic- 
ulator gives an all-point occlusal contact for any movement 
or position of the mandible. Available on 30-day trial 
basis, or ask the opinion of the dentist who owns one. 

Any type of teeth may be used but FOURNET POSTERIORS are 
recommended, Their flat cusps are designed to fit the abrasive seg- 


ments and ridges do not interlock, Send coupon for complete infor- 
mation. No charge of course, 
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PROSTHETIC DENTAL COMPANY 
1801 Brighton Place, Pittsburgh 12, Pa. 


Please send literature describing the FOURNET Articulator and 
FOURNET Posteriors, 


iG éenene 


Address Seeeeeeeeeeeeeeeeeeeeeeeeeeeees eeeeeee eeeeeeeeeeeeeeeeeeee@ 


' City eeeees 


SESS SESESESESSESESEEE ESE OHSS EEEE eeeneeee ee 

















RRISTOCRAT OF CHROMIUM ALLOYS 


I2 Years of Successful Service 


Light, lustrous and lasting Nobilium is ae desk a ort 

for ALL types of cast restorations. The low specific’ gravitye 3 
strength and desirable resiliency of this outstanding alloy’ pe iis. jes 
vide the many physical qualities so essential in the LARGE oe 
DIFFICULT cases as well as the small and simple ones. 

Shown here is a wide variety of successful Nobilium restora- 
tions including an increasingly popular full-palate denture be- 
cause of the thermal conductivity it affords. Full cast cases, lingual 
bars, palatal bars, skeleton cases—uppers and lowers, appliances 
replacing a single tooth or a full complement of teeth are practi- 
cal and pleasing when processed with strong, resilient Nobilium. 

Now the leading alloy 1 in many cities throughout this country 
and Canada, Nobilium is winaing new friends everywhere. Ask 
your laboravonf <oditée Nobifivm i in processing your restorations. 

Xow will; asec pends so wat your patients. 
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AND WHERE 











Although we aim for accuracy in this index, last- 
minute changes often alter page numbers and po- 
sitions 


Abbott Laboratories 

Aderer, Inc., Julius 
Adopta-Hobby, Inc. 
Aget-Detroit Co. 

Alkalol Co., The 

‘American Cabinet Co. 
American Chicle Co., In 
American Cystoscope Makers, Inc. 
Anacin Co. 

Anzell Specialty Mfg. Co 
Ayerst, McKenna iy Harrison 


nds eee eee eke hn teeeee 284-85 
Bayer Co. 

Baybank Pharmaceuticals, 
Boos Dental Laboratories, Henry P. 

SL = a a 268, 322 
Brand Bros. Dental Laby. 4 
Bristol-Myers Co. 

Buffalo Dental Mfg. Co. 
Es oe eee 291 


California wh ed Gounere Exchange 
Camel Cigaret 
Castle Co., Wilm 
Caulk Co., The L. ‘D. 
Central Dental Mfg. Co. 
Cervical Hygiene, Inc. 
handler, H. M. 
hicago Wheel & Mfg. Co. 
hurch & Dwight Co., Inc. 
leveland Dental Mfg. Co. 
Coe gogo Inc. 
Comfort Mfg 
Commercial ‘Solvenis Corp. 
on sks eon eebe ae 258 
—_ Waite Laberaterion. 

322, 326, = 


Inc. 
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325 


260-61, 276, 
Coralite Dental Products Co 
Corega Chemical Co 
Crescent Dental Mfg. Co. 
Cutter Laboratories 
Dee, Division of Hardy & Harman 
Dental Absorbents Co. 
Dental Perfection Co. 
Denticator Co. 
Dentists’ Supply Co., 
Dentyne Gum 
Dewey School of Orthodontia 
Dresch Laboratories Co. 
Drucker Co., August E. .. 
DuPont de Nemours & Co., 
Durallium Products Corp. ae 
re, nn. 8 cepbebeederseveecete 339 
Emerson Books, Inc. 
FR Corp. 
Fischer & Co., H. 
Flossy Dental Corp. 
] 
] 


errors 282, 236, 316-17 
332 





Foredom Electric Co. 
Forhan Co. 

Fournet, Dr. Sidney C. 

Getz Corp., eee 

Glazbrook Bro 

Goldsmith os. Smelting & Refining Co.. 
Gum Products, Inc. 





International Nickel Co. 


Jelenko & Co., Inc., J. F. 
Johnson & Johnson 
Justi & Son, Inc., H 


Lauer Metal Shop _ 
Lavoris Co. 


anhattan Uniform Co. 
Masel Co., Isaac .. 
Master Appliance Mfg. ‘Co 
cKesson Appliance Co. 
Meisinger 

Merrell Co., 
Minimax Co 
Mizzy, Inc. 
Moyer Co.., 
Mu-Col Co. 
Mullen Bros. 


National Confectioners’ Ass’n 
National Prosthetics Institute 
National Synthetics, Inc. 
Neo-Quest Chemical Co., 

Ney Co., J. M. 

Nobilium Products Co. 
Novocol Chemical Mfg. Co. 
Num Specialty Co. ....... 
Ohio Chemical & —e. Co. 
Ovaltine ....... occ ccsceec en 
Pelton & Crane Co. “The “iT 
Phat oe te Specialties Co. 


ees G., ME. occ ceée c<0000600sdneue 300 
Pittsburgh Specialiy” OO. ccccccccccccsnnn 
Plastodent Co. : _ 
Polident sa occ ev ee 
Poloris Co., Inc os cee vee 
Porcelain Dental Laboratories ! 
Prosthetic Dental Co. a wt 
Quicast Crowns, Inc. .. o sé eeu 

Reed Machine & Tool “Engineers occu 

Regal Dental Co. .. «wechnl 

Rexall Drug Co. . 

Reynolds Tobacco Co., R. J. 
Rinn X-Ray Corp. .. o ¥eeeeunnen 
Ritter Co., Inc. 0° cane 
Rocky Mountain Metal Products Oa; |: 


Rose, David a 4 














Premier Dental Products Co. 
Professional Printing Co. ..... 
Prometheus Electric Co. .... 
Prophylactic Brush Co. 


Rota-Seat, Inc. 


Schneider, M. = 
a Co., 

mith & Son Miz Co., ‘Lee s. 
Sulvident Co. 
Spyco Smelting & ‘Refining ‘Co. 
Standard Laboratories, Inc. ... 
Sterile Products Co. 
Stim-U-Dents, Inc. 
Sugar Research Institute 
Sweet, Chester 


Torit Mfg. Co. 


Union Broach Co. 
Universal Dental Co. 
Urell, Inc scene 


Vernon-Benshoff Co. 


Wander Co. ... 

Weber Dental Mfg. ‘Co. 
Wernet Dental Mfg. Co 
White Dental Mfg. Co.. 
Whitehall Pharmacal Co 
Wilmot Castle Co. .... 


Yates Dental Mfg. Co., J. . 
Young Dental Mfg. Co. ... 


A.L.GARBFER CO. ASHLAND,OHIO 
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Skilled workmanship. Your old out- 
fit reconditioned like new. Ask for an estimate. 


grr See. DENTAL SERVICE 


Bring your CLARK Equipment 


PRINTED IN J 


*‘home”’ for repair service 


We can still supply new cuspidor waste and supply W 
ing. Send us your old connections. We ¥ 


attach new tubing. Prompt. 
anteed service. 


EQUIp 


SHOP 
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“Partial Successes 
No! Complete Failures !!!! 


Yes — failures — all twenty of them. Cases that didn’t 
work and had to be junked. The picture does not 
show the disappointed dentists, the uncomfortable and 
dissatisfied patients, and the enormous waste of time 
on everybody’s part. 


In this group of appliances there is every commonly 
used prosthetic material — gold, chrome base, acrylics 
and other resins, vulcanite. Failure played no favor- 
ites, — treated all materials impartially. 


Behind this dentistry that failed lies inadequate case 
analysis, faulty case and clasp design and, in some 
cases, unsatisfactory processing technic. When the 
restoration was completed it either didn’t fit and 
wouldn’t stay in the mouth, or was so uncomfortable 
when wedged into place on the abutment teeth that the 
patient couldn’t tolerate it. 


The Ney Surveyor System can help reduce this kind of 
unhappy experience for dentist and patient because 
it provides a definite plan for case analysis and clasp 
and case design. Does your laboratory use it? The 
technic as contained in our SURVEYOR BOOK and 
PARTIAL DENTURE BOOK is available without 
charge to everyone interested, as part of Ney Tech- 
nical Service. 


THE J. M. NEY 
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DO 

YOU 
KNOW 
WHAT 
THESE 
SYMBOLS 
STAND 
FOR? 


y exall 


You can depend on any product 
that bears the name Rexall 
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More Americans died of heart disease last year than 
of injuries suffered throughout World War 2! This 
symbol is the battle flag in the fight against diseases 
of the heart and circulation — America’s No. 1 Killer, | 
NATIONAL HEART WEEK begins February 8. Join your 
local Heart Association. Give for research. 


Another symbol is the familiar Rexall sign. Approxi- 
mately 10,000 independent, reliable drug stores, the’ 
nation over, display it proudly. Simply it proclaims: 7 
in this store all drugs are laboratory tested—for purity, 
potency, uniformity — under the rigid Rexall system of | 
controls. It proclaims also that every prescription is 
compounded with the highest pharmacal skill. 


REXALL DRUG COMPANY 
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LOS ANGELES, CALIFORNIA ei: 
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Pharmaceutical Chemists for More Than 45 Years. 











y Pryce Golds 


FOR ALL TYPES OF INLAYS 


Whether the cavity is large or small, 
whether it is in a child’s mouth where 
the use of hard golds might prove inju- 
rious ... or an adult’s molar where the 
constant battering of opposing teeth re- 
quired maximum hardness, whether the 
inlay will be highly visible or inconspic- 
uous ... there’s a Spyco Gold to satisfy 
the specific requirement. For example: 

SPYCO SOFT... for one surface occlu- 
sal or gingival inlays not subject to stress. 
Complies with A.D.A. Specifications #5, 
Type A Inlay Golds, $2.15 per dwt. 

SPYCO INLAY... for inlays, m.o.d’s, 
crowns, pontics and bridgework subject 
to moderate occlusal stress. Meets A.D.A. 
Specifications #5, Type B Golds, $1.95 
per dwt. 

SPYCO SIX..for hard inlays, 34 crowns, 
abutments and bridges subject to maxi- 
mum stress. $2.10 per dwt. 

Your Dealer stocks these and other 
Spyco Golds for your every need. 





SPYCO 
SMELTING 
& 
REFINING 
COMPANY 


51-57 SOUTH THIRD ST. 
MINNEAPOLIS 1, MINN. 














" . Net 
ate 
te 
3 
y 
e @ si 
cd 
; T i : 


nae 
@ i 


i: 
ca 


—_y 
a! 


~~ % 
ane 2 


Today, our soft fine diet and lax habits of 


mastication do little to promote healthy gingival circulation. 
Flaccid gum margins and tissue fissures, frequently 
encouraging gingival infection, may be the result. 


IPANA plus massage has proved effective over 
many years in stimulating gingival circulation. You may 
confidently recommend this sound technique of oral hygiene. 


A Product of 
BRISTOL-MYERS COMPANY 
19 West 50th St., New York 20, N. Y. 








